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PREFACE 

TO THE REVISED EDITION. 



In this little book, the Author endeavors to provide 
a laboratory guide suitable for the use of beginners in 
Quantitative Analysis. 

1. The course prescribed is so short as to be capable 
of study from beginning to end within the time allotted 
to an ordinary course of practical Chemistry. 

2. On the other hand, it has been the aim to have 
the work include such a number of exercises as will 
enable the student not only to become acquainted 
with the methods of determining all the most fre- 
quently-occurring elements, but also to study a variety 
of type-processes. 

3. A considerable number of explanatory notes have 
been provided. It is believed that these will be helpful 
to both teacher and pupil ; to the latter these notes will 
not only be instructive — they will help him to work un- 
derstandingly rather than mechanically. 

4. The plan of the book contemplates regular recita- 
tions by the student. The author deems this to be a 
matter of great importance. He believes that sooner 
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or later every one admits the advantage of being able to 
express his thoughts in clear and appropriate language ; 
and again, one can hardly find a better means of testing 
the accuracy of his knowledge of a given subject than 
that afforded by the opportunity of stating his views be- 
fore a capable judge of the matter. Hence experienced 
educators agree in attaching a high importance to the 
habit of recitation as a means of increasing facility and 
accuracy both in thought and in expression. 

In the present edition an alphabetical table of atomic 
weights has been added (p. 182). It contains the results 
of recent revisions of these important numbers. It also 
gives the numbers for newly-discovered elements, such 
as gallium, germanium, samarium, and scandium. 

Throughout the book a large number of minor 
changes have been made, in accordance with recent ad- 
vances in the science of chemistry. 

Brown University, 1892. 



CONTENTS. 



PAGB 

HINTS TO TEACHERS 9 

STUDENT'S RECORD OF ANALYSES 10 



iNTBOn UCTION. 

CHAPTER L— GENERAL REMARKS 13 

Gravimetric Analysis 13 

The Weighing, 14; The Dissolving, 14; The Precipitation, 
14; The Filtering and Washing, 15; The Advantage of the 
use of the Filter-pump, 18; The Drying, 19; The Ignition, 19; 
The Calculations, 20. 

Volumetric Analysis 21 

The Standard Solutions, 22; The Weighing, 23; The Dis- 
solving, 23 ; The Titration, 23 ; The Calculations, 25. 

CHAPTER II.— THE CHEMICAL BALANCE 26 

Construction of the Balance 26 

Theory of the Balance 28 

Position of the Balance 34 

Weighing in the Air 34 

Methods of Weighing 35 

Rules for Weighing 36 

CHAPTER m.—WEIGHTS AND MEASURES 38 

Origin of Weights and Measures 38 

Standards of Measure 38 

The English System 39 

The Measures of the United States 41 

I* 5 



6 CONTENTS. 

PACK 

The Metric System ^. 42 

Table of Metric Measures 44 

Advantages op the Metric System 45 

Remark on the Metallic Standard.. 46 

EXERCISE I.— ALUMINIUM 47 

Notes 50 

EXERCISE II.— ANTIMONY 51 

Notes 55 

EXERCISE III.— ARSENIC (The Magnesia method).. 57 

Notes.. 59 

EXERaSE IV.— ARSENIC (The Sulphide method) 61 

EXERCISE v.— BARIUM 63 

Notes 64 

EXERCISE VI.— BISMUTH 66 

Notes 67 

EXERCISE VII.— BROMINE 69 

Notes 70 

EXERCISE VIIL— CALCIUM 71 

Notes 73 

EXERCISE IX.— CARBON DIOXIDE (The Ignition method) 75 

Note 76 

EXERCISE X.— CARBON DIOXIDE (Johnson's method) 77 

Notes 79 

EXERCISE XL— CARBON DIOXIDE (Scheibler's method) 81 

Notes.. 84 

AssoRFnoN Table 86 

Weight Table 87 

EXERCISE XII.— CHLORINE (Gravimetric method) 88 

Notes 90 

EXERCISE XIII.— CHLORINE (Volumetric method) 92 

Notes.. 95 



CONTENTS. 



PAGB 

EXERCISE XIV.— CHROMIUM 96 

Notes 98 

EXERCISE XV.— COPPER (Precipitation by Iron) 100 

Notes 102 

EXERCISE XVI.— COPPER (By Electrolysis) 104 

Notes 107 

EXERCISE XVII.— COPPER (As Black Oxide) ill 

Notes 112 

EXERCISE XVIII.— IRON (Gravimetrically^ 114 

Notes 115 

EXERCISE XIX.— IRON (The Potassium permanganate test) 117 

Notes 121 

EXERCISE XX.— IRON (The Stannous chloride test) 122 

Notes 126 

EXERCISE XXL— LEAD 129 

Notes 130 

EXERCISE XXII.— LEAD (Method for galena) 131 

Notes 133 

EXERCISE XXIII.— MAGNESIUM 134 

Notes« 135 

EXERCISE XXIV.— MERCURY 136 

Note 137' 

EXERCISE XXV.— NICKEL(By Electrolysis) 138 

Note 140 

EXERCISE XXVI.— NICKEL (The Oxide method) 141 

Notes 142 

EXERCISE XXVII.— NITROGEN (Distillation method) 143 

Notes 145 

EXERCISE XXVIII.— NITROGEN (Pelouze's method modified).. 146 
Notes 149 

EXERCISE XXIX.— PHOSPHORUS 151 



8 CONTENTS, 

PAG« 

EXERCISE XXX.— POTASSIUM 153 

Notes 154 

EXERCISE XXXI.— SILICON 156 

Notes 158 

EXERCISE XXXII.— SILVER 159 

Note 160 

EXERCISE XXXIIL— SULPHUR (In Sulphates) i6i 

Notes 162 

EXERCISE XXXIV.— TIN 163 

Note 165 

EXERCISE XXXV.— ZINC 166 

Notes 167 



Apt:eni>ix. 

SUPPLIES NEEDED FOR QUANTITATIVE ANALYSIS. 168 
TABLE OF ATOMIC WEIGHTS 182 



HINTS TO TEACHERS. 



1. Commence work by showing the pupil how to weigh with 
the balance that he is expected to use. Now let him weigh, in 
the presence of the teacher, a small portion of Alum, the sub- 
stance first tested. Next let him go to his desk and there per- 
form, as described in the book, the experiments necessary to 
the analysis of the substance in question. 

2. Require of each pupil a stated amount of work. Of 
course this amount must vary with the time the student spends 
in the laboratory. Thus, some students cannot be expected to 
make more than three tests per week, while others will easily 
have time for six. 

The time required for the faithful study of the work as laid 
out in this book, is estimated at about two hundred hours of 
laboratory work and about twenty hours of oral recitation. 

3. Require the student to enter in the Table given on pages 
lo, II, and 12 the results of each of the three tests that he makes 
by each of the processes described in the book. 

4. At such time as suits the arrangements of the teacher, 
there should be a recitation upon the text of the book. 

5. It is desirable — though not strictly necessary — that each 
student should have, as his own property, a set of accurate 
weights, a platinum filter-cone, a platinum crucible. When a 
student graduates, he can readily sell such apparatus to a mem- 
ber of the succeeding class. 

6. The arrangement of the matter in the book is such that 
the teacher can easily omit portions of it, if he thinks it best to 
do so. 
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Theoretical per cent. 


Per cent, by Tests. 


ALUMINIUM, 

in Alum, 
as A], O,, 


5.970 
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2 


3 


ANTIMONY, 


36.177 


,,,,, A 




in Tartar emetic, 
as Sb, Sg, 






ANTIMONY, 


36.177 


^ 


8 


in Tartar emetic, 


ft 


as Sbj O4, 






36.177 


, , IQ 


ANTIMONY, 


, , II 


in Tartar emetic, 
by Ba S O4, 


12 




75-771 


,..,, w 


ARSENIC, 

in Arsenious oxide. 


•••• • *o 

\A 


le 


as Mga Asj O^, 


* • *j 




75.771 


16 


ARSENIC, 


17 


in Arsenious oxide. 


18 


as Asj Sj, 






56.204 


10 


BARIUM, 


20 


in Barium chloride, 


21 


as Ba SO4, 






72.705 


22 


BISMUTH, 


zx 


in Bismuthyl nitrate. 


^0 

, 2.A. 


as 






67.172 


2C 


BROMINE, 


26 


in Potassium bromide, 


27 


as A?r Br. 
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CALCIUM, 


40.040 


28 
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,,, 20 
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30 
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12 


loss by ignition. 


0^ 
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CARBON DI-OXIDE. 
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• •.«..«.<.......... "lA 
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,,,, -ye 
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,-, AT 
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,,,,, AQ 


in Cupric sulphate, 
by iron. 
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CO 


j" 
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by electrolysis. 
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JO 

54 
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ee 
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jj 

, r6 
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c8 
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D*^ 
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::.::: 1? 
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6i 
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• /■ 

72 



12 



QUANTITATIVE ANALYSIS, 





Theoretical per cent. 


Per cent, by Tests. 
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72 


in Magnesium sulphate, 


10 

1A 
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75 
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76 

..... 77 
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.:::.;:::::. 7! 
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80 


by electrolysis. 


81 
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82 
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8^ 
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°^ 

84 
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86 
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87 
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°y 

90 
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in Potassium nitrate. 


Q2 
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^^ 

93 


PHOSPHORUS, 

in Hydro di-sodium phosphate, 


8.671 


94 

Qt 


as Mg2 P2 0„ 


yj 

96 
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52.419 


07 


in Potassium chloride, 


7/ 

08 


as K2 R Clg, 


• 99 


SILICON, 


30.393 


100 


in Felspar, 


, loi 


as SiOg, 


I02 


SILVER, 


90.000 


TO"? 


in United States coin. 


• *^0 

lOJ. 


as AgCl, 


105 


SULPHUR, 


12.857 


106 


in Cupric sulphate, 
as Ba SO4, 


107 


108 






TIN, 

in Stannous chloride. 


52.474 


109 

110 


volumetrically by K2 Cr^ O^, 


Ill 




ZINC, 


22.653 


^ 112 


in Zinc sulphate, 
as ZnO, 


112 
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QUANTITATIVE ANALYSIS. 



CHAPTER I. 
GENERAL REMARKS. 



Gravimetric Analysis and Volumetric Analysis, 

A QUANTITATIVE tcst IS usually performed either by 
the gravimetric method or by the volumetric method ; 
in some cases both methods are combined in one and 
the same test. 

Gravimetric Analysis. 

A gravimetric test usually involves the following pro- 
cesses : 

First, weighing the substance to be tested ; 

Second, dissolving this portion of substance and pre- 
paring it for the subsequent operations ; 

Third, precipitating the substance in the form decided 
upon; 

Fourth, filtering and washing the precipitate in order 
to separate it from the other matters present ; 

Fifth, drying the precipitate, usually upon the filter- 
paper on which it was collected ; 

Sixth, burning the paper and the precipitate separately, 
the paper first ; 

Seventh, weighing the substance left' after burning ; 

Eighth^ making the necessary calculations. 

2 i-^ 
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Each of these steps must be carefully taken, in ordef 
that the final result may be a satisfactory one. 

The Weighi^ig. 

This subject is discussed in the next chapter. 

The Dissolving. 

Some of the principles connected with dissolving are 
so well known and so general in their application that 
they need not be discussed in this book ; others are so 
special that they are best referred to in connection with 
the processes to which they apply. In any case, the 
analyst who gives careful consideration to the amount 
and proper method of application of water or of other 
appropriate solvent he is to use, will be amply repaid in 
the greater speed and greater accuracy thereby attained. 

The Precipitation. 

A given chemical element is usually capable of form- 
ing more than one insoluble compound ; hence the ana- 
lyst has usually some range of choice as to the special 
form in which he will precipitate and weigh the element 
he is studying. The compound selected should fulfil as 
many as possible of the following conditions : 

{a) It should be insoluble in the menstruum present ; if 
it is granular and compact, rather than flocculent, it is the 
more easily and safely washed in the later steps of the 
process. 

{6) It should be non-volatile ; this prevents loss during 
the burning of the filter-paper. 

(c) It should not undergo any change of weight upon 
exposure to the air; this reduces the difficulties of 
weighing. 

(d) It should be of known molecular constitution; 
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this enables the analyst to calculate the amount it con- 
tains of the particular element sought. 

{e) It IS well if it has a high molecular weight ; then 
the element to be estimated forms a smaller proportion 
of such quantity of the compound precipitated as is nec- 
essarily lost in the operations of the analysis. 

TJie Filtering and Washing. 

The Paper. — The filter-paper used should be suffi- 
ciently stout and porous ; it should also be as free as pos- 
sible from mineral matter. An excess of mineral matter not 
only tends to the contamination of certain filtrates, it also 
renders the analyst more liable to error in making his 
subtraction for the average filter-ash. 

The manufacturer of filter-paper selects a vegetable 
fibre that naturally contains but little mineral matter ; he 
also usually subjects it to treatment with acids and alka- 
lies in order to remove as much as possible of that min- 
eral matter necessarily present. 

Sometimes the analyst purifies his own filter-papers 
before use by soaking them in dilute acid, and subse- 
quently washing and drying them. 

The Funnel. — The sides of the fiinnel should form 
an angle of exactly 60 degrees. The reason is obvious. 
If we consider the way in which a plain filter is folded, 
we perceive that only half of it is utilized ; this half forms 
an inverted cone, the circumference of whose base is one- 
half the circumference of the original filter when flat. 
Hence the slant-height of the cone — the radius of the 
original filter when flat — is equal to the diameter of the 
base of the same cone. Thus a plane section through 
the axis of the cone affords an equilateral triangle, and 
hence its angles measure each 60 degrees. 



i6 
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The neck of the funnel should be long and rather nar- 
row, and it is best to have the 
lower extremity cut off per- 
pendicular to the axis. In 
this condition there is a ten- 
dency to the accumulation of 
the filtrate in the neck ; when 
' at length this filtrate runs out, 
its fall assists filtration by pro- 
ducing a slight suction upon 
the liquid yet in the filter. 

Quick-filtering. — In ordi- 
nary filtering the liquid passes 
through by reason of its own 
weight. But the last portions 
of such liquid form such a 
short column that it exerts 
but little downward pressure ; 
further, the resistance of the 
paper and of thick and abun- 
dant precipitates makes the 
operation tedious. Of course 
the atmospheric pressure is ex- 
erted upon the upper surface 
of the liquid ; but this affords 
no help, since it is balanced 
and neutralized by like up- 
ward pressure exerted in the 
neck of the funnel. 

The natural and simple idea 
of applying suction — that is, 
of removing the atmospheric 

Fig. x.-Quick.filtering Apparatus. pressure from bcloW — WaS 

not made practicable until Bunsen suggested the use oi 
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two devices; these are the Sprengel water-pump, for 
producing the necessary exhaustion, and the platinum 
cone, for sustaining the point of the filter. 

The apparatus for quick-filtering consists in general of 
two portions, the filtering apparatus and the suction ap- 
paratus. Both parts of the appliance are capable of 
much modification, and a variety of forms have been de- 
vised. The following description points out the general 
principles involved. 

The filtering apparatus consists of the funnel, which 
must be correctly shaped; the platinum cone, which 
may be perforated to advantage ; the filter-paper, which 
must be folded "plain," must fit closely to the funnel 
and over the platinum cone ; the filter-flask, which must 
be supplied with a cork in one of whose perforations 
the funnel-neck fits air-tight, the other perforation being 
connected with the suction apparatus. 

The suction apparatus consists essentially of a chamber 
of glass or of metal supplied with three openings. Into the 
first opening enters the supply of water; from the second 
opening the waste-pipe conveys the water away ; at the 
third (the side opening) is attached the air- tube that con- 
ducts the rarefied air from the filter-flask to the waste- 
pipe that carries away the mingled air and water. 

It is very evident that the force that does the work of 
exhaustion is derived from the falling water; and further, 
that the force of the falling water is derived either from a 
powerful " head" of a high tank {e, g., the reservoir of a 
city), or else — as in the original Bunsen arrangement — 
from the downward fall of a considerable column of water 
in the long waste-pipe. 

In this latter form of pump the following conditions 
must be complied with : 
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{d) The waste-pipe must be larger than the supply- 
pipe. 

{b) The waste-pipe must be of such small diameter that 
the water supplied to it shall not trickle down on one 
side, but shall adhere to it on all sides, and thus — falling 
like a series of disks — shall sweep the air down before it. 

(c) The waste-pipe must be of considerable length, so 
that the column made up of the sum of the water-bubbles 
may be able to fall with sufficient rapidity. But the space 
within the waste-pipe being insufficiently supplied with 
water (see d), the air in the system — including that in 
the filter- flask — continually expands and flows toward 
the waste-pipe; there, it is swept down in bubbles by 
continual flow of the deficient supply of water. 

A case might occur in which there would be little down- 
ward flow in the waste-pipe, except when the column of 
water should aggregate 34 feet in height ; in such a case 
there might be produced a sort of water barometer with 
an imitation, at its summit, of the Torricellian vacuum, 
and now the atmospheric pressure at the lower opening 
of the waste-pipe would steadily support the column of 
water in this pipe and maintain it at a height of 34 feet. 
It hardly needs to be said that, in practice, besides some 
leakage of air through the spaces about the filter-paper, 
there are usually other conditions sufficient to determine 
available suction with a waste pipe of much less than 34 
feet vertical fall. 

Advant€Lges of the Filter" Fwmp. 

By use of the filter-pump the filtering and washing of 
a precipitate are accomplished. 

First. More rapidly. 

Secondly. By smaller relays, and so more thoroughly 
(see Johnson's Fres. Quant. Anal., p. 67). 



GRAVIMETRIC ANALYSIS. I9 

Thirdly. The filtrate is kept small. The attainment of 
the latter result is a double advantage : it lessens the loss 
due to the solubility of most precipitates ; it saves time 
and material in those numerous cases in which a filtrate 
must be evaporated before receiving subsequent treatment. 

The Dryi/ng. 

In most cases the filter with its precipitate should be 
thoroughly dried before its ignition. Some precipitates 
inclose water in their pores and retain it with great 
tenacity; if they are incompletely dried, the ignition 
changes the residual water into steam, with sudden explo- 
sion and loss of particles of the precipitate. 

The Ignition. 

The process of ignition contemplates not only the 
complete expulsion of everything in the filter-paper and 
precipitate that is combustible, but further, it seeks the 
attainment of this result without injury to the precipitate 
itself. 

Much advantage accrues from separating the precipitate 
from the paper and then burning the paper before the 
precipitate is ignited. Of course, if the separation could 
be made perfect, the paper might be at once cast aside ; 
but the latter is usually burned, in order to preserve such 
small portions of precipitate as still adhere to it The 
previous separation renders combustion less tedious, since 
many precipitates manifest a tendency to protect the paper 
from the oxygen of the air ; it also spares the mass of 
precipitate from subjection to decomposing influences of 
the burning paper. Although the small portion of pre- 
cipitate that adheres to the paper frequently suflTers decom- 
position, yet it is often possible to restore it to its original 
condition. Thus in case of minute portions of Silver 
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chloride, the chlorine lost is easily re-supplied ; the same 
Is true of the oxygen that is lost when traces of barium 
sulphate are reduced to barium sulphide by the burning of 
the paper to which it had adhered. (See p. 65.) 

For the purposes of ignition, platinum crucibles have 
many advantages over porcelain ; they accomplish a great 
saving of time by burning organic matters with great 
rapidity (a result that appears to be due in part to the 
occlusion of oxygen by the platinum) ; the metal dishes 
also cool very quickly in the desiccators. With moderate 
care, platinum dishes last so long (and are ultimately 
salable as scrap platinum) that they are really cheaper 
than porcelain. 

At the beginning of a combustion filter-paper burns 
at a gentle heat better than at a very strong one ; the 
latter seems to liberate from the cellulose or woody fibre 
(C H10O5) of the paper, a difficultly combustible carbon 
resembling graphite. Toward the end of the combustion 
an increase of heat is attended with good results. 

Calculations. 

Three calculations are usually necessary. 
Rule First.— To make out the theoretical per cent, of 
the element sought in the problematical substance to be 
analyzed, work out the following proportion : 

The molecular weight of the original substance, under 
examination, 
is to 
the atomic or the molecular weight of the element sought, 

as 

one hundred per cent. 

is to 

the theoretical per cent of the element sought 
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Rule Second. — ^To find the amount by weight of any 
element or substance that is contained in any given weight 
of a compound, work out the following proportion : 

The molecular weight of the compound, 

is to 

the atomic or the molecular weight of the element or 

substance sought, 

as 

the gross weight of the compound in question, 

is to 

the gross weight of the element or substance sought. 

Rule Third. — ^To make out the per cent, by test, work 
out the following proportion : 

The gross weight of the original substance taken for 

analysis, 

is to 

the gross weight of the element sought (see Rule 

Second), 

as 

one hundred per cent. 

is to 

the per cent, by test, 

VoLUMETBic Analysis. 

Voliimetric methods are generally quick methods, and 
are of great value where many analyses of the same kind 
have to be performed. 

A volumetric test usually involves the following pro- 
cesses : 

First. Preparing one or more standard solutions. 
Second, Weighing the substance to be tested. 
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Third. Dissolving the weighed portion of substance, 
and preparing it for the subsequent operations. 
Fourth. Titration. 
Fifth. Making the necessary calculations. 

The Standard Solutions. 

A standard solution is one containing the reagent in a 
strength that is known with a high degree of exactness. 
There are at least two ways in which this strength may 
be fixed. 

One method depends upon dissolving an exactly- 
weighed amount of reagent in a carefully-measured amount 
of liquid. Thus, if the analyst has exactly five grammes 
of Silver nitrate in five hundred cubic centimetres of 
solution, he can easily determine the exact amount of 
common salt that one cubic centimetre of the silver solu- 
tion will precipitate. 

Another method depends upon making the standard 
solution of a strength approximating to that desired, and 
then afterwards, by a properly devised test, discovering 
the exact strength. Thus, if the analyst has a solution 
of Silver nitrate of unknown strength, he can learn its 
true relations to common salt by careful trial upon an ex- 
actly-weighed amount of the pure salt. This latter method 
of standardizing the solution is often to be preferred. 

Standard solutions are capable of variation in strength. 
{a) Rise of temperature may expand the solution so as to 
decrease its apparent strength; {b) fall of temperature 
may contract the solution so as to increase its apparent 
strength ; {c) evaporation of liquid from the solution may 
produce a real increase of strength ; {d) accidental addi- 
tion of liquid to the solution may produce a real decrease 
of strength. 
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Weighinnjg. 

This subject is discussed in Chapter II. 

Dissolving. 

After dissolving the substance to be tested, it is often 
best to dilute the solution to a certain measured bulk, five 
hundred cubic centimetres or one litre ; several separate 
fifths or several separate te^nths may then be tested by 
the standard solution, and so give the results the con- 
firmatory value of several different tests. 

TittoMan. 

This is the process of carefully dropping the standard 
solution into the solution of the substance to be tested. 
The standard solution is drawn from a graduated tube 
called a burette, and the quantity added must be just 
sufficient to have its full chemical ac- 
tion upon the substance tested. 

The completion of the reaction is 
generally marked by a striking change 
of color in some special substance or 
reagent suitable for the purpose and 
called an indicator ; thus, litmus is the 
indicator in acidimetry and akalimetry, 
and a mixture of Potassium iodide and 
starch is the indicator in a number of 
volumetric processes involving oxidiz- 
ing operations. 

The analyst must give careful 
thought and attention to such con- 
ditions as may give rise to errors of 
measurement in titration. Some con- 
ditions tend to make the readings too high, some tend 
to make them too low. 




Fig. a. — Mohr's Burette- 
damp. 
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Too high reading may arise from not filling the delivery 
tube below tlie clamp with standard solution at the begin-^ 
ning of the test ; and the same error may result from a 

small bubble of air inad- 
vertently left in the same 
place, but finally forced 
out by the current of the 
solution and thus counted 
for its volume of standard 
solution. 

Too high reading may 
arise from a too rapid flow 
of the solution accom- 
panied by an immediate 
reading of the position of 
the top; for thus an un- 
duly larfre portion of the 
solution adheres to the 
inner walls of the burette 
and is counted as if used 
the reaction. Upon 
taking the reading a min- 
ute later, the error is ap- 
^ parent, for 
the drip has 
now raised 
the top of 
the column. 
Too high 
reading may 

Fig. 3.-Mohr's Burette and Burette-stand. ^^.j^^ j^^ ^^^^ 

cases from too slow a flow of the standard solution. This 
is particularly the case with solutions that are liable to 
change upon exposure to the air. Thus some portion of 
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the standard solution (changed in fact by the influence 
of the air) is counted as used in combining 
with the substance under examination. 

Too high reading may come from intro- 
ducing the standard solution into a fresh 
burette that has just been emptied of water ; 
in this case the water adher- 
ing to the walls of the burette, 
slightly dilutes the first filling 
of standard solution. This 
last-mentioned source of error 
is avoided by rinsing the fig. 4— The m©. 
burette before use with a small "'**^"'" 
amount of the standard solution. Of 
course these rinsings are thrown away. 

In reading from the burette it is custom- 
ary to read from the bottom of the meniscus 
formed at the summit of the liquid column ; 
but the eye ought to be on the same level 
as that graduation accepted as the correct 
reading. 

To avoid difficulty in the reading, many 
chemists employ Erdmann's swimmer. 
This is a hollow bubble of glass ballasted 
with a small globule of mercury. Around 
the swimmer is a line, whose coincidence 
with the graduations of the burette aids 
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Fig. 5. — Erdmann's 
Swimmsx. 



the eye of the analyst. 

The Calculatimis. 

These are best discussed under the special cases. 
3 



CHAPTER II. 
THE CHEMICAL BALANCE. 



The Chemical Balance^ its construction^ its theory ^ conditions 
of its sensibility and its accuracy. Methods of weighing. 
Rules for weighing. 



Construction of the Bala/nce. 

The Chemical Balance consists essentially of the fol- 
lowing parts : 

(i) The beam with its knife-edges, 

(2) the agate-plates, 

(3) the stirrups and the pans, 

(4) the arresting apparatus, 

(5) the glass case. 

(i) The beam has three knife-edges — the central one, 
called the fulcrum, has its sharp edge directed downward, 
the other two have their sharp edges directed upward. 
All the knife-edges are firmly attached to the beam. 
When the balance is not in use the beam is supported by 
two strong arms of metal. When in action the beam is 
capable of free motion, for then its central edge rests 
upon the central agate-plate, and the end edges support 
the agates of the stirrups. 

(2) The central agate is firmly attached to the column. 
The end agates rest freely upon the end edges. 
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(3) The stirrups are the frames from which the pans 
are suspended. 

(4) The arresting apparatus takes various forms. In 
its simplest form it consists of two arms, which may be 
made to lift the whole beam, so as to raise the centre 
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Fig. 7.— The Stirrup. 



Fig. 6.— The Balance-Beam, showing Knife-Edges 
and Index. 

knife-edge from its agate-plate ; by this means the centre 
knife-edge and its agate-plate are spared, when not in 
actual use. 

In a better form of arresting apparatus, the mechanism 
lifts not only the beam, but, in addition, the stirrups ; thus 
the end knife-edges and plates are spared. 

Sometimes pan-stoppers are provided ; these are light 
arms that rise under the pans and offer a slight but equal 
resistance to any swaying of the latter. 

(5) The glass case shields the balance, when in use, 
from currents of air ; it also protects the balance from 
moisture and from corrosive gases. 

The case may be supplied with a small beaker contain- 
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ing either concentrated Sulphuric acid or solid Calcium 
chloride to absorb moisture, or containing Quick-lime or 




Fig. 8.— The Chemical Balance. 

solid potassium hydroxide to absorb at once moisture 
and acid vapors. 

Theory of the Balance. 

The sensibility of the balance and its accuracy, are 
qualities that are closely connected but are readily dis- 
tinguished. To secure these qualities in a high degree, 
the balance must be constructed in accordance with cer- 
tain clearly defined principles. 

I. The centre of gravity of the system must be below 
the fulcrum, but 
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2. It must be as near the fulcrum as possible. 

3. The three knife-edges must be in the same straight 
line. 

4. The beam must be rigid. 

5. The beam must be as light as possible. 

6. It is well to have the two end knife-edges equidis- 
tant from the fulcrum ; that is, to have the arms of the 
beam of equal length. 

7. The knife-edges must be sharp. 

First, If the centre of gravity of the system is above 
the fulcrum, the balance is in the condition of unstable 
equilibrium — hence the beam is easily overset 

If the centre of gravity is at the fulcrum, the balance 
is in neutral equilibrium — hence even when the weights 
in the opposite pans are equal, the beam may rest in a 
position of deviation, so that the operator is deceived as 
to the true relation of the weights. 

If the centre of gravity is below the fulcrum, the con- 
dition is that of stable equilibrium — the whole system is 
that of a short but wide pendulum. In this case, when 
the weights in the opposite pans are equal, the long index 
will come to rest at the Zero of the ivory scale. But 
when the weights are unequal, this fact will be indicated 
by the proper deviation. Under these conditions, the 
heavier pan descends, and the point of the index describes 
a certain arc whose angle is called the angle of deviation. 
This angle is a measure of the sensibility of the balance ; 
the smaller the excess of weight required to produce devi' 
ation to a given angle, the greater the sensibility of the 
balance. 
3* 
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Second, Let us consider two cases — one in which the 

centre of gravity is 
far below the ful- 
crum, as at g, the 
other in which it is 
but a very small 
distance below, as 
at c. It is manifest 
that in the first 
case — in order to 
produce a given de- 
viation — ^the centre 
of gravity must be 
moved through a 
greater vertical dis- 
tance than in the 
second case ; in 
other words, more 
work must be done. Of course, then, in the first case 
supposed, the balance will be less sensitive. 




Fig. 9. — Diagraun to illustrate different positions of the 
Centre of Gravity of the system supported by the 
Fulcrum. 



FIG. io.~Diagram to iUostrate a bad constractioa, in which the Tenninal Edges are on a 
Ime above the central one. 

Third. This requirement may be discussed under three 
cases: 
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{d) If the terminal edges are in a line above the cen- 
tral one, then the addition of a load to the pans may 
carry the centre of gravity up to the fulcrum, or even 
above it, and so give rise to the objectionable conditions 
referred to in the preceding paragraphs. 

(^) If the terminal edges are in a line below the cen- 



Fio. ii.— Diagram to iUustrate a bad construction, in which the Terminal Edges are on 
a line below the central one. 

tral one, then addition of loads to the pans will lower the 
centre of gravity — 
a condition already 
shown to be injuri- 
ous to sensibility. 

{c) If the central 
and terminal knife- 
edges are all in the 
same straight line, 
then the addition of 
loads to the pans 
tends to raise the 

. /> •. Fig. zs.^Diagram to illustrate a correct construction, in 

centre 01 gravity ^1^.^.1^ ^j^^ central and Terminal Edges are all in th« 

though the latter can same straight line. 

never thus reach the fulcrum. So far, here is a tendency 



3« 



QUANTITATIVE ANALYSIS, 



to increase the sensibility; but the thereby increased 
weight of the whole system makes this a theoretical 
rather than a real advantage, for, in &ct, all balances are 
less sensitive with greater loads. 

Fourth, Should the beam be flexible, the addition of 
weights to the pans will tend to lower the centre of 
gravity and so to lessen the sensibility. (See Second 
condition.) 

Fifttu The less the weight of the system, the less the 
weight necessary to move it — ^that is, to turn the balance. 

Sixth. For the most accurate weighing, the arms of 
the beam should be of equal length. When the arms 
are of unequal length, the analyst should uniformly place 
the substance weighed on the same side — say, on the 
left-hand pan ; then though the weighings may all give 




VW tjtv DU(r*i» 10 illittti»t*« BeMtt viHi xcry doll kule-edseSt the Beam beii« in a 
honaontal p<ttitk»L 

cm>ncv>us results, >'et the error will represent a constant 
fraction, And the several weighings will still bear tfaeir 
true reUttons to each other. 
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Seventh. Suppose the knife-edges to be very sharp; 
then the lengths of the arms will maintain a constant 
value, even when the beam is inclined. Now suppose 
the edges to be very dull. Suppose the arms of the 




Fig. 14. — Diagram to illustrate a Beam with very dull knife-edges, the beam being in an 
inclined position. (The upper branch gains in length; the lower branch loses in 
length.) 

beam to be of equal length. Represent this length by 
X. Represent the width of the edges as the same quan- 
tity called y. Now when the beam is inclined, as in the 
cut, the value of the right-hand arm is 

while the value of the left-hand arm is 

hence under these conditions the arms of the beam- 
when inclined — may differ by 2 ^. 

C 
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Position of the Balance. 

The balance should be placed where it is not exposed 
to direct heat — either of the sun or of any artificial 
source of heat. With this in view, it is well to place 
the balance where the light is from the North. 

The balance should be placed where it will not be 
subject to vibrations of the floor. With this in mind, 
the balance should be placed, if possible, on a shelf 
attached to a wall or pier based on the foundations of 
the building. 

Weighing in the Air. 

Whenever a body is immersed in a liquid or in a gas, 
the body experiences an upward pressure ; this upward 
pressure is equivalent in amount to the weight of a quan- 
tity of the liquid or gas, equal in volume to the volume 
of the body immersed. Hence, when a body is weighed 
in the ordinary manner in a balance, both the body and 
the weights experience this upward pressure from the air. 
Now when the volume of the body is different from that 
of the weights — as is generally the case — ^they experi- 
ence a different amount of upward pressure. Hence an 
error is here introduced. In most cases this error is not 
very great ; but in the most accurate determinations it is 
avoided by reducing the weighings to vacuum — or bet- 
ter, by actually performing the operations in vacuo* 



* W. Crookes : The Chemical News, XXIX., p. 14, The Atomic Weight of Thallium. 
H. W. Chisholm : Weighing and Measuring, p. 169. 
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Methods of Wetghi/ng. 

First, The Ordinary Method— Direct Weighing. 

This method is the one generally employed. It is 
capable of accuracy sufficient for all ordinary purposes ; 
it is also expeditious. By it the substance to be weighed 
is generally (best always) placed in the left-hand pan, and 
the weights are then placed in the right-hand pan. 

Second. Gauss's Method. — Weighing by Reversal. 

The substance is weighed first in one pan, then in the 
other. If the two weighings give the same result, then 
— other conditions being correct — this result shows the 
true weight. If the results are different, the geometric 
mean of them is the true weight. (The geometric 
mean is the square root of the product of the two 
observed weights : l/ W X W.) 

X = True weight of object 

y = Ratio of shorter arm to longer arm 

Apparent smaller weight, W =- 

Apparent larger weight, W = xy 

^X xy = x^ 

y 

whence x=z ^ yq y^ y^t 

But it is evident that in most cases, the arithmetical 
mean — half the sum of the two observed weights — gives 
results that are sufficiently accurate. 

Third. Borda's Method. — Weighing by Substitution. 
In this method, the body to be weighed is first counter- 
balanced by placing small shot, or any other suitable and 
convenient material, in the opposite pan. The body itself 
is now withdrawn, and weights are added in its place until 
they produce equilibrium again. Of course the weights 
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SO added represent, with a high degree of accuracy, the 
weight of the body in question. 

Hules far Weighing. 

First. Take such a position that the Zero of the ivory 
scale is directly in front. 

Second. Before weighing, carefully release the beam, 
and make sure, by trial, that the pans are in equilibrium 
when not loaded. (The beginner should never attempt 
to adjust a balance ; in case of need, he should apply to 
the Professor in charge of the laboratory.) 

Third. Never add anything to the pans nor beam^ nor 
withdraw anything from them, except when the beam is 
supported upon its stops. 

Fourth. Never weigh any substance while it is hot. 
Hot substances generate currents in the air, and so give 
rise to deceptive vibrations of the beam. Hot vessels 
must be cooled before weighing. But in the ordinary 
air, they may absorb moisture during cooling. To avoid 
errors from this source, hot vessels are cooled in desic- 
cators. These are vessels in which a dry atmosphere is 
maintained by constant presence of concentrated Sul- 
phuric acid or of Calcium chloride, or of some other drying 
agent 

Fifth. Substances to be weighed should not be placed 
directly upon the pans, but should be weighed in suitable 
vessels. 

Sixth. Platinum vessels — especially large ones — 
should not be weighed immediately after wiping them ; 
they should first be allowed time to attract their normal 
film of atmospheric air. (J. Lawrence Smith, Am. Chem- 
ist, v., p. 212.) 
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Seventh. The weights themselves must not be touched, 
except with the tweezers specially provided for handling 
them. 

Eighth, In placing the weights on the pans, always 
arrange them in three definite lines — one line for the 
weights representing units, another line for tenths, a third 
line for hundredths. Thousandths are usually weighed 
with the rider. 

Ninth. After the proper weights have been placed upon 
the pan, the greatest care must be taken to read and record 
them correctly. With this in view, make a record of the 
weights while reading from the 
vacant spaces of the weight- |^^" 
box; next, read the weights ^ 



t^m^^'j. 



again, one by one, as they areji 

transferred back to their places. ' _^ 

The operator should learn — 

^ . Fig. 15 —a Box of Weights. 

so as to know it perfectly — 

the exact order of the series of weights he is using. This 
order is usually the following, or some slight variation of 
it, — 5, 2, I, I. The same order is usually preserved for 
large as well as for small denominations. 

Tenth. Use public property as carefully as if it were 
your own- 

4 



CHAPTER III. 
WEIGHTS AND MEASURES. 



The Origin of Weights and Measures. The English System, 
The French or Metric System, 



Specially prominent among the measures in most com- 
mon use are those of extension and those of the force of 
gravitation. The measures of extension comprise linear, 
superficial, and cubical measures — the latter including 
various measures of capacity. The measure of the force 
of gravitation is called weight. 

Primitive man naturally adopted standards of measure- 
ment of extension from parts of his own body — witness 
such measures as the hand-breadth, the cubit, the foot, 
and the fathom. (The pace, as a unit of itinerary meas- 
ure, may be properly included in this group.) 

Measures of capacity — it is easy to believe — originated 
with the use of a convenient shell or hollowed gourd, yet 
there is evidence that man early defined his measures of 
capacity in terms of his linear measures. 

The origin of the measures of weight is obscure; they 
were probably derived from the weight of certain natural 
objects, as, for example, from dried grains from the mid- 
dle of the ear. 

But civilized man is not content until he has a system 
of measures, founded upon some invariable standard ca- 
pable of accurate definition; and upon attaining a high 

38 
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degree of enlightenment, he seeks to increase to the 
utmost the accuracy and convenience of his metrological 
systems. In order to accomplish these ends, he must 
proceed in accordance with the business habits of his 
times as well as with its scientific knowledge. 

Evidently two courses are open. One course is to 
correct and adjust an old system, harmonizing its various 
parts and placing the whole upon an accurate basis. This 
has been in general the policy of Great Britain. 

Another course is to devise an entirely new system, 
complete and connected in all its parts. This method 
has been followed in France — the metric system being 
substituted in its entirety for the old measures of that 
country. (The empire of Germany has adopted the metric 
system.) 

Tlie Mnglish System. 

For many centuries the English units of measure have 
been certain pieces of wood or metal, legally declared to 
be the standards, and carefully preserved as such. 

But a law, which took effect in 1826, and continued 
nominally in force until 1855, made an entirely new depart- 
ure. The law embodied an attempt to base the standards 
of measure upon the dimensions of some unchangeable 
objects or constants found in nature, to which reference 
could always be made in case of need. This law provided 
that in case of loss of the legal standard or injury to it, the 
yard must be obtained from the length of a pendulum 
vibrating seconds of mean time, in a vacuum, at the 
level of the sea, and latitude of London, the temperature 
being 62° Fahrenheit. The law stated the length of such 
a pendulum to be 39.1393 inches of the standard yard 
In like manner it provided that the pound, if lost or in- 
jured, should be restored by a reference to the weight of 
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a certain measured volume of distilled water; the act pre- 
scribed that the weight of one cubic inch of water is 252.458 
grains of the weight then standard. 

The general intent of this law was merely to make a 
new and more accurate and scientific definition of the then 
legal standards without altering their value. But it was 
soon discovered that the assigned length of the seconds 
pendulum and the assigned weight of the cubic inch of 
water were not correct. The errors arose from mechan- 
ical and physical difficulties in the way of absolutely exact 
experimental determinations of the natural constants re- 
ferred to — difficulties that have not been wholly overcome 
even at the present day. 

In 1834 occurred an accident for which it was origin- 
ally supposed that ample provision had been made, but 
which perhaps was not contemplated as probable: the 
standard yard and the standard pound were ruined by a fire 
in the Parliament buildings. This accident gave rise to 
the appointment of a commission of eminent scientific men, 
who carefully examined the whole subject of weights and 
measures. This commission decided that it was advisable 
to reconstruct the lost standards by recourse to certain 
well-authenticated copies still existing, rather than by 
conforming to the law, which positively required the use 
of the seconds pendulum. The commission did, in fact, 
restore the lost standards from copies, and later the 
law was altered so as to conform to this method of 
restoration. 

The present legal standards of Great Britain, therefore, 
are certain pieces of metal and certain vessels, of which 
accurate copies may be made. 

The yard is the distance between two certain lines on a 
certain piece of bronze. 
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The pound is the weight in vacuo of a certain piece of 
platinum designated as P S (Parliamentary standard). 

The gallon is the bulk of ten pounds, or 70,000 grains 
of water ; it is believed to equal 277.274 cubic inches. 

The bushel is the bulk of eight such gallons ; it is be- 
lieved to equal 22 18. 1907 cubic inches. 

The Measures of the United States. 

The English colonists in America depended at first upon 
weights and measures brought from England. But discrep- 
ancies gradually arising in the different States, attention 
of Congress was called to the whole matter of weights and 
measures, and at length a Senate resolution of March 3, 
1 8 17, directed Mr. John Quincy Adams (then Secretary 
of State) to report upon the present usage of this and of 
foreign countries and upon the best future course of the 
United States. 

In 182 1, four years later, Mr. Adams made an elaborate 
and learned report upon the points in question. While 
awarding high praise to the metric system as one which, 
" whether destined to succeed or doomed to fail, will shed 
unfading glory upon the age in which it was conceived 
and upon the nation by which its execution was attempted 
and has been in part achieved," yet he considered that it 
was best for the United States to adhere in the main to 
the English system. 

That recommendation has been followed. But while 
the Constitution of the United States gives to Congress 
the power "to fix the standard of weights and measures," 
that body appears not to have passed any act directly es- 
tablishing or adopting any particular system. It is true 
that the Secretary of the Treasury had certain standards 
constructed in 1832, assuming that the authority to do 
4* 
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this properly belonged to his department, and later (in 
1836) Congress appeared to sanction his acts by direct- 
ing him to furnish standards of weight and measure to 
each State in the Union. In some cases, at least, the 
State laws have since provided that special standards 
then furnished or hereafter to be furnished by the United 
States shall be the legal standards of the States in question. 

The original source of the standard yard of the United 
States appears to have been a certain brass scale 82 inches 
in length, deposited in the office of weights and measures 
in Washington. The temperature at which this scale was 
standard was 62° Fahrenheit, and the yard measure was 
between the 27th and the 63d inch marks of the scale. 
But the present standard yard appears to be a new bar 
obtained in London in 1856. 

The standard avoirdupois pound is the weight of a cer- 
tain piece of metal preserved as the standard; it is derived 
from a certain Troy pound of brass obtained in England 
in the year 1827. 

The gallon is the bulk of 231 cubic inches of the stand- 
ard yard. This is the so-called wine gallon of the earlier 
English system ; it is one of six different gallon measures 
of unequal dimensions that have at different times been 
used in England. It is supposed to contain 58,372.1754 
grains of water at 39.83° Fahr. 

The bushel is the bulk of 2150.42 cubic inches of the 
standard yard. It is supposed to be equal to the bulk of 
543,391.89 grains of distilled water. 

The French or Metric System. 

The metric system is so called because it has its basis 
in a measure of length called a metre. The system is of 
French origin, and is one of the products of the great 
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revolution. In 1790, instead of attempting to harmonize 
the discordant systems then in use in France, it was pro- 
posed that an entirely new one be formed. A committee 
of scientific men was appointed for the purpose, and in 
1793 the system recommended was provisionally adopted, 
and later (in 1798) the commission presented its report, 
together with a Platinum metre and a Platinum kilo- 
gramme. 

The inventors of the system intended that the metre 
should be the forty-millionth of the terrestrial meridian. 
With this in view, a distance of about ten degrees on the 
meridian from Dunkirk, France, to Barcelona, in Spain, was 
carefully measured; thence the length of the quadrant was 
learned in terms of the measures then in use. Finally, 
the quadrant being divided into ten million parts, one of 
those parts was called a metre. But it is believed that the 
standard metre now in use is not the exact ten-millionth 
of even that quadrant selected. In common with other 
human undertakings the measurement of the meridian 
was not perfect. Later examination appears to have 
shown that the metre in use is about one ten-thousandth 
too short. 

Whether this is so or not is a matter of little real con- 
sequence ; it is not probable that in any event a re-meas- 
urement of the quadrant will be made for purposes of 
weights and measures. It is generally admitted that 
whatever the ideal metre may be, the metre in fact is the 
length of a certain piece of metal carefully preserved, and 
from which other metres must be derived by copying. 

This measure of length (the metre) is multiplied and 
divided decimally, and from it superficial and cubical 
measure are directly derived. 

The measure of weight is derived from the linear meas- 



44 QUANTITATIVE ANALYSIS. 

ure. Suppose a cubical box measuring one centimetre 
— one-hundredth of a metre — in each direction, its ca- 
pacity being one cubic centimetre. Such a box filled 
with distilled water, at its temperature of greatest den- 
sity, 4° Centigrade, would hold a certain quantity of 
water, whose weight would be the unit of weight to be 
called one gramme. (The exact method just suggested 
was not employed owing to its mechanical unfitness for 
precise measurements; the more practicable method used 
for fixing the weight of a given volume of water was by 
observing the loss of weight experienced by a certain 
bulk of metal when weighed immersed in water.) 

The gramme is divided and multiplied decimally. 

The names of metric measures are constructed sys- 
tematically ; thus for names of multiples of a given unit, 
Greek prefixes are attached to the name of the unit ; for 
names of sub-divisions, Latin prefixes are employed. 

The metric tables are given below. 

Table of Metric Measures. 

MEASURES OF LENGTH. 

I Millimetre = .001 of a metre 

I Centimetre = .010 of a metre 

I Decimetre = .100 of a metre := about 4 inches. 

I Metre = i. 000 metre = 39.37 inches. 

I Decametre = 10.000 metres 

I Hectometre := 100.000 metres 

I Kilometre = 1,000.000 metres = about f of a mile. 

I Myriametre = 10,000.000 metres 
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SPECIAL MEASURES OF SURFACE (as of land). 
I Centiare = i Square metre = about I J square yards. 

I Deciare = 10 Square metres 

I Are = ^oo Square metres 

I Hectare = 10,000 Square metres = about 2^ acres. 
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SPECIAL MEASURES OF VOLUME (of cord wood). 
I Decistere = .1 of a cubic metre 

I Stere = i.o cubic metre 

I Decastere = lo.o cubic metre 



MEASURES OF CAPACITY. 


I Millilitre 


= 


.001 of a litre 


I Centilitre 


= 


.010 of a litre 


I Decilitre 


= 


.100 of a litre 


I Ijtre 


= 


1. 000 litre 


I Decalitre 


ss 


10.000 litres 


I Hectolitre 


s 


100.000 litres 


I Kilolitre 




1,000.000 litres 


Note, i Litre 


f I cubic decimetre ]. _ rf,o„t i quart 
I or 1000 cubic centimetres i 








MEASURES OF WEIGHT. 


I Millogramme 


= 


.001 of a gramme = about ^ of a grain. 


I Centigramme 


= 


.010 of a gramme 


I Decigramme 


= 


.roo of a gramme 


I Gramme 


= 


1.000 gramme — about 15} grains. 


I Decagramme 


= 


10.000 grammes 


I Hectogramme 


= 


100.000 grammes 


I Kilo (gramme] 




1,000.000 grammes — about 2\ lbs. 


I Tonneau 


1,000. kilos — about I ton. 



Adva/ntcLges of the Metric ^stem. 

The metric system is used in quantitative analysis by 
chemists of all nationalities. It is also largely used by 
other scientific men. This use, not being compulsory, 
must be referred to certain real advantages possessed by 
the system. Of these, the following may be enumer- 
ated: 

First. Its use of decimal relationships. 

Second, The suggestiveness of the names it uses. 

TTiird, The simplicity with which it expresses the rela- 
tion between the weight of water and its volume, this 
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simplicity being readily communicated to any other sub- 
stance whose specific gravity is known. 

The wide, and yet increasing, use of the system in the 
scientific literature of all nations is a fact that cannot be 
overlooked. 

Remark an the Metallic Stamda/td. 

From the account already given it is evident that the 
metrical systems of the great commercial nations of the 
world are based on metallic standards. But a metal 
standard is itself changeable in length — not only by 
influence of heat and cold, but further, by a secular re- 
arrangement of molecules. Thus two pieces of brass 
which are of exactly equal length at a given date may 
differ appreciably in length after a lapse of one hundred 
years. 
• While this defect is recognized, no satisfactory means 
of avoiding its results has yet been discovered. 
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First Exercise.— Aluminium. 



DataJ^ 



Molecular Weight. Per Cent. 



Al, 


27.0090 X 2 


54.0 


5.970 


o, 


159633 X 3 


47.9 


5.296 


(SO,), 


79.8739X3 


239-6 


26.490 


(NHJ, 


18.0210 X 2 


36.0 


3.980 


O 


15-9633 


x6.o 


1.769 


SO3 


79.8739 


79-9 


8.834 


24H,0 


(2 -h 15-9633) 24 


43I.I 


47.662 






904.5 


lOO.OOI 


Al. 


27.0090X2 


54.0 


52.993 


O3 


15.9633X3 


47.9 


47.007 



IOI.9 100.000 

The Comptyund Tested. 

The substance tested is Ammonia alum, Ammonio- 
aluminic sulphate, 

(NH,), SO, + Al, (SOJ, + 24 H, O 

The term alum is now applied to a class of salts, the 
members of the class being characterized by the follow- 
ing features : 

{a) They tend to crystallize in cubes or in regular 
octahedrons. 

{b) They have the chemical constitution represented 
by the general formula : 

M}SO, + M7(SO,), + 24H,0. 

In this formula, Mi represents two atoms of a monad 
metal, and M^ represents two atoms of a tetrad (or 
pseudo-triad) metal.. It thus at once appears that the 
general formula is capable of representing a large num- 

• For Table of Atomic Weights, see p. i8a. 
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ber of alums. The following examples illustrate a few 
of them :* 



K,SO,-f Al,(SO,),-f-24H,0 

Na,SO, + Al,(SO,),+ 24H,0 

(NH,),SO, + Al,(SO,), + 24 H,0 

K,SO, + Cr,(SO,),+ 24H,0 

(NH,),SO,+ Fc,(SO,),+ 24 H,0 

Potassio-aluminic alum has long been the common alum 
of commerce; of late, Ammonio-aluminic alum has taken 



1. Potassio-aluminic alum, 

2. Sodio-aluminic alum, 

3. Ammonio-aluminic alum, 

4. Potassio-chromic alum, 

5. Ammonio-ferric alum. 




Fig. 16.— Mass of Alum Crystals. 

its place. The recent discovery of cheaper sources of 
Potassium, seems to have produced a tendency toward 
the renewed use of the potash alum. 

Outline of the Process. 

(a) Precipitate all the Aluminium as Aluminic hy- 
droxide (AlgOeHe). 



* Roscoe & Schorlemmer's Chemistry, Vol. II., Part I., pp. 51, 45»- Watts'sDic- 
Uonary, Vol. V., pp. 578, 580. 588. 
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ip) After filtering, etc., change the Aluminic hydroxide 
to Aluminic oxide (Alj Os), and weigh it in the latter form. 
(c) Make the necessary calculations. 

The Process. 

The Weighing. — Weigh about one gramme of the 
pulverized Alum. 

The Dissolving. — Dissolve the weighed salt in hot 
distilled water. Add a few drops of pure hydrochloric 
acid,* and some solution of ammonium chloride.* 

The Precipitating. — To the solution, add ammonium 
hydroxide, cautiously, but in quantity sufficient to afford 
slight alkaline reaction.' Bring the solution to boiling, 
and maintain the boiling during two or three minutes.' 
Allow the precipitate to subside. 

(N HJ, S O^-f Al, (S OJ,-|- 6 N H^ O H 

= Al,OeH, + 4(NH,),SO,. 

The Filtering. — Pour the clear liquid through a filter; 
then transfer the precipitate to the same filter^ carefully 
washing it with boiling water. 

The Burning. — Dry the precipitate thoroughly.* After 
drying, transfer the dried precipitate from the filter to a 
piece of glazed paper. Heat the filter-paper in a crucible 
until the tarry matters are burned off and the ash is 
white. Cool the crucible ; then introduce the precipitate. 
Ignite the whole for some time. 

Al, O, Hg heated = Al^ Og + 3 H , O. 

Place the hot crucible, and its contents, in a desiccator 
to cool. Finally weigh. 

The Calculations. — From the weight of the contents 
of the crucible subtract the weight of the filter-ash. From 
the weight of the Alumnic oxide thus obtained, calculate 
the weight of Aluminium ; calculate what per ce^t. this 
weight of Aluminium is of the amount of alum from which 
it was first obtained. Compare this percentage by test 
5 D 
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with the theoretical percentage ; the difference is the error 
of the analytical operations. 

Notes. 

!• Hydrochloric acid is added for the purpose of afford- 
ing a clear solution. If anything remains insoluble, it 
should be removed by filtration. 

2. Ammonium chloride has the property of rendering 
Aluminic hydroxide insoluble in Ammonium hydroxide. 

3. Of the three common alkalies — Potassium hydroxide, 
Sodium hydroxide, and Ammonium hydroxide — the latter 
is the only one suitable for use as the precipitant of Alumin- 
ium. For, while Potassium hydroxide and Sodium hydroxide 
afford, at first, precipitates of Aluminic hydroxide, these al- 
kalies afterward redissolve the precipitate at first formed.* 

The same precipitate is also slightly soluble in Ammo- 
nium hydroxide, hence a considerable excess of the latter 
should be avoided; but Ammonium salts diminish this 
solvent action of Ammonium hydroxide. 

Boiling assists to expel the excess of Ammonium 
hydroxide, and so to favor complete precipitation of the 
Aluminic hydroxide. 

4. Thorough washing of the precipitate is necessary ; 
it tends strongly to retain some Ammonium sulphate. 
The last portions of this salt are removed by a final 
ignition with the blast-lamp. 

If Ammonium chloride is not completely removed by the 
washing, it volatilizes during ignition ; but under these cir- 
cumstances, it carries off with it some Aluminic chloride 
that it forms at the high temperature. Of course this 
occasions loss. 

5. If the precipitate is not thoroughly dried, it retains 
some water inside of its lumps ; the steam formed, during 
heating, bursts the lumps, causing loss. 

* Appleton's Qualitative Analysis, p. 34. 
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8econi> Exercise-Antimony. 



Data. 



Molecular IVeight. Per Cent, 



K 

Sb 

O 

H. 

% (H,0) 



39- 


11.758 


120. 


36.177 


16. 


4.824 


2. 


0.603 


639 


19.264 


81.8 


24.664 


9- 


2.713 



331.7 100.003 

Sb, 239.9 71.42 

S, 96. 28.58 

335-9 100.00 

Sb, 239.9 78.966 

O^ 63.9 21.034 

303.8 100.000 

The Compound Tested. 

The substance tested is Tartar emetic, Potassio-antimo- 
nylic tartrate [K. SbO, H2 O4, (C4 H^ O2) + >^ H^ O]. 

Tartaric acid has the formula, H4 O4 (C4 Hg O2). 

H = == 
It may be expanded to the form, tt* __ O4 __ (C4 Hj Og). 

or it may be abridged to H4 O4 T. 

Two of the hydrogen atoms are replaceable by metals, 
two are not. Thus we may form such compounds as 

potassium tartrate, ^ \ O4 T, 
and hydro-potassium tartrate, „ [ O4 T. 
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Further, the compound radicle Antimo*nyl (SbO) may 
be substituted for one of the replaceable hydrogen atoms, 
so as to form such compounds as 

Hydro-antimonylic tartrate, * H i ^* ^' 
and Potassio-antimonylic tartrate, pj [ O4 T. 

Outli/ne of the Process. 

{a) Precipitate the Antimony as Sulphide (Sbj S3+ nS) 
by Sulphuretted hydrogen. 

{b) Dry the Sulphide on a balanced filter and weigh it 




Fig. 17.— Apparatus for Precipitation of Antimony as Sulphide. 



{c) The precipitate is usually contaminated with ad- 
hering Sulphur ; hence corrections must be made. With 
this in view, divide the precipitate into two parts ; in one 
part determine the Antimony as tetroxide (SbgOJ; in the 
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other part determine the amount of Sulphur as Barium 
sulphate, and then by subtraction learn the amount of 
Antimony. 

{d) Calculate the Antimony in three ways : first, from 
the weight of Sbj S3 + nS ; second, from the weight of 
Sbj O4 ; third, from the weight of Ba S O4. 

The Process. 

The Weighing. — Weigh about one gramme of Tar- 
tar-emetic. 

The Dissolving. — Dissolve the weighed Tartar-em- 
etic in water containing 10 c. c. of dilute Hydrochloric 
acid.^ Add about one gramme of Tartaric acid/ 

The Precipitating. — Into the solution pass a current 
of clean Sulphydric gas (Hg Sf until the Antimony is en- 
tirely precipitated. (Prepare some fresh Hg S water for 
the subsequent washing of the precipitate.) Allow the 
precipitate to subside. 

a(K,SbO,H,O^T) + 4H,S = Sb,S, + K3S + 2H^O,T + 2H,0. 

The Filtering. — Pass the clear liquid through a bal- 
anced filter;^ wash the precipitate two or three times 
with the sulphuretted hydrogen-water; finally transfer 
the precipitate without loss to the same filter. Pass the 
clear filtrates through the counterbalanced filter. 

The Drying. — Dry the precipitate upon its filter - 
and also the other filter — for several hours at 212^ 
F.^^ Then weigh the one filter against the other, add- 
ing the necessary weights. (Preserve the precipitate for 
subsequent analysis.) 

The Calculation. — From the weight of the Sulphide 
(usually contaminated with adhering sulphur) make an 
approximate calculation of the amount of Antimony. 
5* 
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Correction A. 

The Weighing. -— Carefully weigh one portion of the 
dry precipitate (Sba S3 + nS) into a porcelain crucible for 
Correction A. (Preserve another portion for Correction 
B.) 

The Oxidizing. — To the portion of the precipitate in 
the porcelain crucible (for which a glass cover should be 
provided) add fuming Nitric acid/^ drop by drop. A 
violent reaction ensues. 

Sba Sj+ S + 32 H N Oj= Sb, 0^ + 4 H, SO4+ 12 Hj O -f- 16 N, O^ 

When the reaction appears to be complete, evaporate 
the mixture to dryness. Then ignite strongly. The res- 
idue should be Antimony tetroxide (Sbj OJ. From its 
weight calculate the amount of Antimony. 

Correction B. 

The Weighing. — Weigh another portion of the dried 
Sulphide into a beaker for Correction B. 

The Oxidizing. — To the weighed substance (Sbj Sj + 
nS) add some fuming Nitric acid, drop by drop. (The 
acid must be free from Sulphuric acid.)" The Antimony 
compound is either wholly or partly oxidized. Evaporate 
the sblution nearly to dryness. If any unoxidized Sul- 
phur appears to be left, oxidize it by cautious addition of 
small fragments of Potassium chlorate. 

Sb, S,+ S + 32 H N Oj=Sb,04+4 H,S04+I2 H,0-1- 16 N,0^. 
S + 2 H N O3+2 K CI Oj=K, SO^+2 H N Oj + Cl,+Ojj. 

When the Sulphur is completely oxidized, again evap- 
orate nearly to dryness ; dilute with water, boil and filter. 

The Precipitating. — To the filtrate add a small quan- 
tity of pure Hydrochloric acid; boil the solution, and 
then determine the Sulphur as Barium sulphate. 
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Hfotes. 

6. Excess of hydrochloric acid must be avoided, since 
the precipitated Sulphide of Antimony is somewhat solu- 
ble in it ; this solubility is lessened by presence of abun- 
dance of Sulphuretted hydrogen. 

7. Tartaric acid has a peculiarly favorable influence 
upon the solution of Antimony compounds ; it prevents 
the precipitation by water. 

8. Sulphuretted hydrogen is prepared by tlie action of 
dilute Sulphuric acid upon Ferrous sulphide. 

Fe S -f- HjSO^ = Fe S04-f HjS. 

The Ferrous sulphide should be broken into lumps of 
about one-half an inch in diameter, and should be in 
relatively large quantity; a very large surface being 
thus afforded, a feeble action of the acid is able to give a 
steady flow of the gas for a long time. The Sulphuric 
acid should be dilute; otherwise the Ferrous sulphate 
produced by the reaction crystallizes; it thus forms a 
hard coating, which protects the Ferrous sulphide from 
further action of the acid, and so stops the evolution of 
the gas. After each period of use, the Ferrous sul- 
phide should be thoroughly washed and then left to 
soak in water. 

The gas should be cleaned by passage through a tube 
filled with loose cotton. (The gradual blackening of the 
cotton shows that it has detained matter which otherwise 
would have been carried along by the current of gas, to 
the injury of the solution.) 

9. To prepare balanced filters, take two that have 
been kept in the same place, and try them upon the two 
pans of the balance. From the heavier, cut repeated 
small portions until its weight equals that of the other. 
During the process of the subsequent analysis, these two 
filters are subjected to the same washing influences, and 
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the same drying influences, etc. ; it is therefore assumed 
that when they are finally upon the balance with the 
precipitate upon one of them, the paper ^f the two filters 




Fig. 1 8. — Apparatus for Preparation of fuming Nitric Acid. 

will still exactly counterbalance each other, and that any 
increase of weight will be due solely to the precipitate. 

10. The Antimonious sulphide, dried at 212° R, re- 
tains some water. It gives all off, however, after long 
drying, at 392° F. 

11. Fuming Nitric acid may be prepared for this exer- 
cise. For this purpose, place in a litre retort 

500 grammes Potassium nitrate 
300 cubic centimetres Oil of vitriol. 
Gently heat the mixture, and conduct the distillate into 
a flask which is cooled by snow, or ice-water, or ordinary 
running water. 

KNOg + HaSO^ = HNOg-f HKSO^. 
loi 98 63 136 

199 199 

About 250 cubic centimetres of Nitric acid may be 
obtained in a few hours. The acid should be carefully 
tested for Sulphuric acid, from which it must be free. 
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Thirb Exercise^Absenic. 
(The Magnesia Methob.) 



Uata. 



Molecular Weight, Per Cent. 



As, 
O, 



Mg 

o, 

AsO 



12H.O 



Mg, 

As. 
O. 



149.8 


75.771 


47.9 


24.229 


197.7 


100.000 


18.0 


4.541 


24.0 


6.054 


47-9 


12.084 


90.9 


22.931 


215.6 


54.390 


396.4 


100.000 


48.0 


15509 


149.8 


48.401 


111.7 


_36,090 


309.5 


100.000 



The Compound Tested. 

The substance tested is Arsenious oxide, called White 
arsenic (AsgOg). This substance tends to change into 
Arsenic oxide ( Asg O5) by absorption of oxygen. It is 
not easily wetted, so that small fragments of it frequently 
float upon water without being moistened. It dissolve? 
in alkaline solvents, forming Arsenites, thus : 
A82 03-f-6NaOH = 2Na3A8 0j+3Hj,0. 

Outline of the Process. 

{a) Oxidize the compound (if necessary) so as to 
change it from the Arsenious to the Arsenic form. 
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(6) Precipitate the Arsenic as Ammonio-magnesium 
arsenate (NHiMgAsO*^- 12 HjO). 

(c) Change the dried precipitate to Magnesium pyro- 
arsenate (MggAsgOy); from the weight of the latter, cal- 
culate the weight of the Arsenic. 

The JProcess. 

The Weighing. — ^Weigh about one gramme of the 
White arsenic. 

The Dissolving. — Gently warm the weighed substance 
for some time with concentrated hydrochloric acid.^* 
A8,0,-f 6HCl=2AaCl3 + 3H3 0. 

To this solution, when prepared, cautiously add a few 
small fragments of Potassium chlorate ; the chlorate ox- 
idizes the Arsenious compound. 
A82 0, + 4KC103+i4HCl = 2A8Cl5 + 4KCl + 7H30 + 2Cl,0^. 

The chlorate should be added until the solution acquires 
a decided smell of chlorine compounds. After the oxida- 
tion, place the solution in a warm place and under a 
ventilating-hood, and allow it to stand for several hours, 
in order that the Oxides of chlorine may escape. 

The Precipitation. — To the solution, add a measured 
and calculated amount of previously prepared Magnesia^ 
solution," and then sufficient Ammonium hydroxide to im- 
part alkaline reaction to the entire liquid. Now allow the 
whole to remain at rest for from twelve to twenty-four 
hours. 

As Clg + Mg Cl, + 8 NH^ OH +8 Hj O 

= (NH^ Mg As O4 + 12 H, 0) + 7 NH^ CI. 

The Filtering. — Pass the clear liquid through a filter; 
then transfer the principal portion of the precipitate to 
the same filter, without washing. (Reserve the unwashed 
beaker.) Redissolve the precipitate by passing dilute 
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hydrochloric acid through the filter, and into the reserved 
beaker ; afterward reprecipitate by adding to the filtrate 
some Ammonia and a small amount of Magnesia-solu- 
tion." Again allow from twelve to twenty-four hours' 
time for the precipitate to form. At length, filter upon a 
balanced filter, but avoid washing the precipitate exces- 
sively,* as it is not very insoluble.^ 

The Drying. — Dry the precipitate at 212° F., and weigh 
it as NH4 Mg As O4 + >^ H2 O. 

Correction for this Method. 

Carefully remove the Ammonio-magnesium arsenate 
from the filter. Saturate the filter-paper with a strong solu- 
tion of Ammonium nitrate ; then dry it and carefully burn 
it in a weighed porcelain crucible." Now transfer the re- 
served precipitate to the same crucible, and dry the whole 
for three hours at 260° F., to expel the Ammonium. Next, 
place the crucible over a lamp, heating gently at first, and 
afterwards heating very strongly. Finally raise the heat 
to redness and maintain it thus for one hour. Weigh the 
residue as Magnesium pyro-arsenate, Mga Asg O7. 

Notes on the Magnesia Method. 

12. Solutions of Arsenic in hydrochloric acid may 
suffer a loss of volatile Arsenious chloride when an 
attempt is made to concentrate them by evaporation. 
When concentration is necessary, it should be preceded 
by addition of Ammonium hydroxide. 

13. Prepare Magnesia-solution as follows : 

Weigh, II grammes crystallized Magnesium chloride (Mg Clt.6HsO), 

28 ** crystallized Ammonium chloride (NH4 CI), 
Measure, 70 cubic centimetres solution of Ammonium hydroxide ( .960). 
Add sufficient water to produce 200 c. c. of the solution. 

* In the Journal of the Chemical Societyi London, August, 18771 alcohol is recom> 
mended for this washing. 
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Allow the whole to stand several days. It is well to 
filter the solution before use. One cubic centimetre of 
this solution should be sufficient to precipitate 13 milli- 
grammes of Asj O3 (or 16 mg. of As, O5, or 10 mg. of 

Test the solution as follows : measure 20 c. c. of it, then 
add 20 c. c. ammonium hydroxide (sp. gr. .960), then allow 
the mixture to rest twenty-four hours. No precipitate 
should be produced. 

14. The redissolving and reprecipitatioil are to prevent 
the formation of Magnesium arsenate instead of Am- 
monio-magnesium arsenate. 

15. The Magnesia precipitate, being somewhat soluble, 
is partly lost in the filtrate : this loss may be allowed for 
by adding to the weight first observed, ^ milligramme 
for each cubic centimetre of the filtrate (not of the wash- 
water). 

16. The purpose of the Ammonium nitrate is to oxidize 
the carbon and hydrogen of the filter-paper and to pre- 
vent their exercising a reducing action (and hence a ten- 
dency -to volatilization) upon the Arsenic compound. 
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Fourth Exercisb— Arsenic. 
(The Sulphijde Method.) 

Data. 

Molecular Weight, Per Cent, 

As, 149.8 75771 

O, 47-9 24.229 

197.7 100.000 

As, 149.8 60.944 

S3 _96^ 39-056 

245.8 100.000 

TJie Compound Tested. 

The substance tested is Arsenious oxide, called White 
arsenic (Asa O3). The substance tends to change to 
Arsenic oxide (Asg O5) by absorption of oxygen. It is 
not easily wetted, so that small fragments of it frequently 
float upon water without being moistened. It dissolves 
in alkaline solvents to form arsenites, thus : 

As, Oj + 6 Na OH = 2 Na, As Oj + 3 H, O. 

Outline of the Process. 

(a) Precipitate the arsenic as sulphide (Asj S3 + nS) 
and weigh it, as such, on a balanced filter. 

{b) Wash the precipitate with Carbon di-sulphide to 
remove the excess of sulphur ; then weigh again. 

The Process. 

The Weighing. — Weigh about one gramme of White 
arsenic. 
6 
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The Dissolving. — Dissolve the weighed substance by 
gently warming it for some time in concentrated hydro- 
chloric acid. (See page 58.) Dilute the solution with a 
considerable amount of water. 

The Precipitating. — Into the solution, pass a current 
of clean Sulphuretted-hydrogen gas, and continue the flow 
of gas until the precipitation is complete.® The precip- 
itate should readily subside in flakes ; the solution should 
retain the odor of the gas. (Prepare some Sulphuretted- 
hydrogen water for the subsequent washing.) 
2 As Cl, + 3 H, S = ASj Sg + 6 H Cl. 

If the solution of arsenic contains that element in the 
ic form, precipitation by Sulphuretted hydrogen is tedious. 
The Hg S first reduces the Arsenic compound to the ous 
form, with evolution of sulphur ; finally, Asg S3 is precip- 
itated, but it is mixed with a variable amount of free sul- 
phur. 

The Filtering. — Transfer the precipitate to a balanced 
filter,^^ and wash it with Hg S water. Pass the washings 
through the second filter. 

The Drying, etc. — Dry the two filters thoroughly at 
212° F. Weigh the dried precipitate. Calculate the 
amount of arsenic, considering the precipitate to be pure 
Asj S3. The results are likely to be too high, owing to 
presence of free sulphur. 

Correction for this Method. 

Transfer either the whole or a weighed portion of the 
yellow precipitate to a small beaker. Then add Carbon 
di-sulphide to it. After a few minutes, filter the whole 
through a balanced filter. The C Sj dissolves the free 
sulphur and leaves the Asg S3. Dry the latter at 212°. 
Weigh the purified precipitate and thence calculate the 
amount of arsenic. 
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Fifth Bxebcise-Babium. 





I>ata. 






Molecular Weight, 


Per Cent. 


Ba 


136.8 


56.204 


CI, 


70.7 


29.047 


2H,0 


35.9 


14.749 




243.4 


100.000 


Ba 


136.8 


58.788 





16. 


6.876 


S 


32. 


13752 


0, 


47.9 


20.584 




232.7 


1 00.000 



The Compound Tested. 

The compound analyzed is crystallized Barium chloride 
(Ba Cla + 2 Ha O). 

Outline of the Process. 

Precipitate the barium as Barium sulphate (Ba SO4) in 
presence of dilute pure hydrochloric acid. 

Weigh the Ba SO4; from this weight calculate the 
amount of barium. 

The Process. 

The Weighing. — Weigh about one gramme of crys- 
tallized Barium chloride. 

The Dissolving. — Dissolve the salt in water contain- 
ing a few drops of pure hydrochloric acid." Boil. 

The Precipitating. — ^Add pure dilute Sulphuric acid 
drop by drop.^' Boil the whole for some time.*^ (Have 
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boiling distilled water ready for the subsequent washing.) 
Allow the precipitate to subside. 

Ba CI, + H, SO,= Ba SO^-f 2 H Cl. 

The Filtering. — Decant the clear liquid upon a filter. 
Wash the precipitate three or four times with boiling 
water.^ 

The Burning. — Dry the precipitate; then transfer as 
much as practicable from the filter to a square of glazed 
paper; cover the precipitate with a clean beaker or bell- 
glass. 

Burn the paper to whiteness in a clean crucible. Allow 
the ash to cool; then add to it one or two drops of pure 
dilute Sulphuric acid.^ 

Ba S + Hj 80^= Ba 80^ + H, 8. 

Evaporate this acid to dryness, carefully avoiding the 
loss by spattering, due to too great heat. Allow the cru- 
cible to cool again. Next transfer the rest of the precip- 
itate — without loss — from the glazed paper to the cru- 
cible. Heat the whole once more, and when all volatile 
matter is expelled transfer the crucible to a desiccator to 
cool. 

The substance weighed is Barium sulphate (Ba SO*) 
with the filter-ash. 

Notes. 

18. Hydrochloric acid is added for the purpose of hold- 
ing in solution other compounds than Ba SO* ; but an 
excess must be avoided, since even Ba SO* is somewhat 
soluble in boiling concentrated H CI (and in boiling con- 
centrated H N Og). 

19. Ordinary Sulphuric acid often contains Lead sul- 
phate (Pb SO*) ; if such acid were used, it would give 
rise to an error by reason of the fact that Pb SO* would 
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be thrown down with the Ba SO4, and so give too high 
results. 

20. If the solution is not boiled, the precipitated 
Ba SO4 is so exceedingly fine that some of it on 
filtering passes through the paper. Boiling tends to 
make the precipitate collect into larger granules. 

21. Barium sulphate has the property of carrying down 
with itself many other salts, even ordinarily soluble ones, 
that happen to be present with it in the solution. Even 
by thorough washing it is sometimes impossible to re- 
move these salts completely. Barium chloride is a well- 
marked example of such a salt. 

22. Filter-paper may be viewed as composed of nearly 
pure woody fibre, also called Cellulose (C^ Hi© Og). When 
such paper is burned in contact with Ba SO4, the latter is 
partly or wholly decomposed to Barium sulphide (Ba S). 

BaS04+CeH,o05=BaS-f5H,0 + 2CO,+ 4C. 

Subsequent addition of H2 SO4 changes Ba S back to the 

sulphate. 

Ba S + H, 80^= Ba SO^ + H, S. 

6* E 
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Sixth Exebcise-^Bismuth. 





Data. 






Molecular Weight, 


Per Cent, 


Bi 
O 
NO3 


207.5 
16. 
61.9 

285.4 


72.705 

5.606 

21.689 

100.000 


Bi. 


415. 
47-9 
462.9 


89.652 

10.348 

100.000 



The Compound Tested. 

The compound analyzed is Bismuthyl nitrate (Bi O NO3), 

known in commerce as Basic nitrate of bismuth. It is 

insoluble in pure water, but is readily soluble in water 

containing a small quantity of hydrochloric or of Nitric 

acid. 

Outline of the Process. 

{a) Precipitate the Bismuth as sulphide. 

(b) Dissolve the Bismuthous sulphide, and then repre- 
cipitate it as a carbonate. 

{c) Heat the dried carbonate so as to decompose it to 

Bismuthous oxide (Big O3), the substance which is to be 

weighed. 

The Process. 

The Weighing. — Weigh about one g^mme of the 
Bismuthyl nitrate. 

The Dissolving. — Dissolve this portion in water to 
which a few drops of hydrochloric acid are added.^ 
Then dilute considerably with water — no matter if pre- 
cipitation does occur. 
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The Precipitating, etc. — Pass clean Sulphuretted hy- 
drogen gas into the solution, until precipitation is com- 
plete.® •"^ ^ 

2BiONOg + 3HjS = Bi,S8 + 2HNOg-|-2H,0. 
Filter, and wash with water containing HgS. 

Wash the moist Sulphide into a beaker, and redissolve 
it in dilute Nitric acid gently heated.^ 

Bi,S3 + 6HNO, = 2Bi(N03), + 3H,S. 

Filter the solution ; boil it to expel Hg S. Dilute the 
clear liquid if necessary. (Precipitation of the basic Ni- 
trate does no harm.) Add a slight excess of Ammonium 
carbonate. Heat the solution nearly to the boiling point, 
and keep it at this temperature for some time.^ Then 
allow the precipitate to subside. 

2Bi(N03)3 + 3(NH,),C03 = BL,(C03)3 + 6NH,N03. 

The Final Filtering. — Pass the clear liquid through a 
filter ; wash the precipitate with water, and finally transfer 
it to the same filter. 

The Burning. — Dry the precipitate; then remove it 
to a piece of glazed paper. Burn the filter-paper in a 
porcelain crucible. To the filter-ash, add a single drop 
of Nitric acid, evaporate carefully to dryness, and gently 
ignite.^ 

Cool the crucible, then introduce the precipitate, and 
ignite strongly for some time. Weigh as Bismuthous 
oxide (Big O3). 

Bi, (003)3 heated^ Bi, O3 + 3 CO,. 

Notes. 

23. A large excess of hydrochloric acid interferes 
with the precipitation by Sulphuretted hydrogen, espe- 
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cially if the solution containingf the bismuth is con- 
centrated. 

24. The ultimate product (Bia Oj) may be readily pro- 
duced by heating not only Big (COg),, but also Basic ni- 
trate. But it cannot be obtained by heating Bismuthyl 
chloride (Bi OCl) nor Bismuthyl sulphate (Bi 0)2 SO4. 
Hence, solutions to be tested must be free from acids 
and acid radicles other than Nitric, since such solutions 
may produce compounds that will not yield Big O3. This 
danger may be averted by previous precipitation of the 
bismuth as sulphide — with subsequent change to nitrate. 

26. Care must be taken to dissolve the Bismuthous 
sulphide in dilute Nitric acid. When strong acid is used, 
it sometimes changes the Bismuthous sulphide — partly, 
at least — into a sulphate; this latter compound, upon 
the addition of Ammonium carbonate, changes to a basic 
Sulphate, which is precipitated in the place of the car- 
bonate desired.^ 

26. In cold solutions, Ammonium carbonate does not 
precipitate bismuth completely; hence the solutions 
must be heated. 

27. The carbon and hydrogen of the filter-paper reduce 
oxide of bismuth to metallic Bismuth ; hence the precip- 
itate must be carefully separated from the paper, before 
ignition.^ By addition of Nitric acid, any small glob- 
ules of metallic bismuth adhering to the filter-ash are 
turned back to nitrate, and — by subsequent heating — 
to oxide. 
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SEVEXTH EXEBC18E-BBOMINE. 





Data. 






Molecular Weight. 


Per Cent. 


K 


39- 


32.828 


Br 


79.8 


67.172 




1 18.8 


IOO.CXX> 


Ag 


107.7 


57.44 


Br 


79.8 


42.56 




187.5 


100.00 



The Compaufid Tested. 

This is Potassium bromide (K Br). It should be free 
from Bromates, also from Chlorides and Iodides. 

Outline of the Process. 

Precipitate the Bromine as Silver bromide (Ag Br), 
and weigh as such. (Perform the process — as far as 
convenient — away from exposure to sunlight*) 

The Process. 

The Weighing. — Weigh about one gramme of the 
Potassium bromide. 

The Dissolving. — Dissolve the weighed salt in water. 

The Precipitating. — From the weight of the bromide 
used, calculate how much Silver nitrate will be needed 
for complete precipitation. Add a little more than the 
required amount of Silver nitrate solution, and slightly 
acidify with HN 03.® 

KBr4-AgNO, = AgBr + KNO,. 

During addition of Silver solution, gradually warm the 
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mixture* and actively stir it; both processes help the 
precipitate to collect When the fiill amount of Silver 
solution (or a slight excess) has been added, the precip- 
itate gathers into masses, and the solution becomes clear. 

The Filtering. — Filter the precipitated Silver bro- 
mide and wash it. 

The Burning. — Dry the precipitate and separate it 
from the paper; burn the paper first When the crucible 
is cool, add a drop of Nitric acid; warm, and then add a 
drop of hydrobromic acid and evaporate to ^iryness. 

2AgBr + CeHio05=2Ag + 2HBr + 4H,0 + CO+5C 
(CO + 5C) + 5 0, + = 6CO^ 
6 Ag + 8 H N 0,=6 Ag N08 + N, 0, + 4 H, O. 
Ag NO, + H Br=Ag Br + H NO,. 

Add the precipitate and heat it to incipient fusion; 
then cool, and weigh as Ag Br.** 

Notes. 

28. Solutions containing Bromides and free addxxiMsX 
not be boiled, for then there might be loss of Hydro- 
bromic acid (H Br). But when Silver nitrate is added, 
the presence of Nitric acid is desirable; the latter both 
dissolves other substances present and assists the Silver 
bromide to collect. 

29. Sunlight blackens Silver bromide with decom- 
position of the salt and loss of Bromine. 

30. The Silver bromide adhering to the crucible may 
be removed by adding to it Hydrochloric acid and metal- 
lic Zinc. The nascent hydrogen thus liberated decom- 
poses the Silver bromide, leaving metallic Silver in a 
condition such that it may be readily removed. 

2 Ag Br -h Zn + 2 H Cl = Zn Cl« + 2 H Br + 2 Ag. 
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EIGHTH EXERCISE— Calcium. 





Data 


• 






Molecular Weight, 


Per Cent, 


Ca 




40. 


40.040 







16. 


16.016 


CO, 




43.9 


43-944 






99-9 


100.000 


Ca 




40. 


71.429 







16. 


28.571 






56. 


100.000 



The Compound Tested. 

The compound examined is Calcium carbonate (Ca CO,) ; 




Fig. 19.— Illustration of Double Refraction tyy Iceland Spar. 

the particular form of that substance selected is the clear 
mineral called Iceland spar, also double refracting spar. 

Outline of the Process. 

(a) Precipitate the Calcium as Calcium oxalate (CaOjCjOg). 

{b) Heat this precipitate until it decomposes, first into 
Calcium carbonate (Ca COg), and finally to Calcium oxide 
or Quick-lime (Ca O). Weigh the latter. 
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The Process. 

The Weighing. — Reduce a small crystal of Iceland 
spar to a fine powder. Then weigh about one gramme 
of the powder. 

The Dissolving. — Dissolve the Carbonate in a cov- 
ered beaker, in pure dilute hydrochloric acid. Take care 
to avoid loss by effervescence. Boil the solution for a few 
minutes to expel Carbon dioxide (COg).*^ 

Ca C0,+ 2 H Cl = Ca 01, + CO, -}- H, O. 

The Precipitation. — To the solution add Ammonium 
hydroxide to alkaline reaction ; then add a slight excess of 
a fresh solution of Ammonium oxalate (NH4)a Oa (C2 Oa).^ 
Allow the precipitate to subside. 

Ca Cls + (NH4)s Os (Cs Ot) = Ca Os (Cs Os) + 2 (NH4) CI. 

The Filtration. — Pass the clear liquid through the 
filter. Wash by decantation, adding to each new portion 
of wash-water small quantities of Ammonium hydroxide 
and of Ammonium oxalate. These diminish the solu- 
bility of the Calcium oxalate. Finally transfer the pre- 
cipitate to the filter. 

The Burning. — Dry the precipitate thoroughly. 
Transfer paper and precipitate together to a deep 
platinum crucible. (For care of platinum vessels, see 
page 74.) Heat gently over a Bunsen lamp until the 
paper is burned white." The Calcium oxalate changes to 
Calcium carbonate, with escape of Carbon monoxide. 

Next heat the precipitate strongly with the blast-lamp 
for five minutes. This slowly changes the Calcium car- 
bonate to Calcium oxide with evolution of Carbon dioxide. 

Ca O, C, O, heated =,C9L CO, + CO. 
Ca CO, heated =Qz, O + CO,. 

The Weighings. — Cool the crucible and contents in 
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a desiccator and weigh." Now heat it a second time 
over the blast-lamp and again weigh.® If the weight 
indicates that the first heating had not expelled all of 
the Carbon dioxide, heat yet a third time. In general, 
repeat the heating until two successive weighings give 
identical results. The residue should be solely Calcium 
oxide and filter ash. (After the last weighing, it is well 
to put the Calcium oxide into a small clean beaker with 
a few drops of water, and then to add a drop of dilute 
Hydrochloric acid. The Calcium oxide should dissolve, 
without effervescence^ to a clear solution.) 

* Notes. 

31. If Carbon dioxide be not expelled, that portion 
remaining in the solution combines with Ammonium 
hydroxide to form Ammonium carbonate. 

2 (NH4) OH + COa = (NHOa COsH- H, O. 

This afterward forms a white precipitate of Calcium car- 
bonate, which mixes with the Calcium oxalate. But as 
Calcium carbonate is more soluble than Calcium oxalate, 
it is well to avoid the formation of the former. 

32. Ammonium oxalate, in solution, undergoes a slow 
decomposition, forming, among other things, Ammonium 
carbonate. For quantitative analysis, therefore, it is pref- 
erable to make up a fresh solution from the crystalline 
oxalate. To do this, calculate the amount of Ammonium 
oxalate demanded by the supposed amount of Calcium 
to be precipitated; then weigh roughly a somewhat 
larger quantity and dissolve it in water, filtering, if 
necessary, before use. 

33. Filter-papers bum at a gentle heat better than at 
a very strong one ; the latter seems to liberate from the 
cellulose or woody fibre (C^ H^o O5) of the paper, a difft- 

7 
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cultly combustible carbon resembling graphite. The first 
heating changes a portion of the Calcium oxalate to 
Calcium oxide, so that it is not safe to weigh it as 
Ca CO,. Of course, at a later stage a very high ten> 
perature is necessary to change the whole of the Calcium 
carbonate to Calcium oxide. 

34. Exposure of Calcium oxide to the air before weigh- 
ing should be avDided. It is liable to gain largely in 
weight bjr tibsorption of both Carbon dioxide and water. 

36. Great care must be exercised in the use of plat- 
inum vessels. When heated, they should rest on plat- 
inum triangles. There should not be heated in tliem 
matters containing, nor likely to afford, any of the fol- 
lowing substances : 

Chlorine, 

Potassium nitrate, • 

Potassium hydroxide, 

Metals, or sulphides of them, 

Easily deoxidizable metallic oxides. 

Organic metallic salts. 

Phosphates in presence of organic matters. 

If platinum vessels become soiled, they may be gently 
rubbed with round sand. If necessary, a little Hydro- 
potassium sulphate, or a little Borax may be fused in them. 
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NINTH EXEBCISE^CABBON DlOXLDE. 
(THE IGNITION METHOD.) 

Data. 

Molecular IVeight. Per Cent, 

Ca 

O 

CO, 



C 



40. 


40.040 


i6. 


16.016 


439 


43-944 


99-9 


100.000 


12. 


«7.335 


3L9 


72.665 


43-9 


100.000 



The Compound Tested. 

The compound used is Calcium carbonate (Ca COj) ; the 
particular form of that substance selected is the clear 
mineral called Iceland spar, also double refracting spar. 

Outll/ne of the Process. 

Heat the substance to a high temperature, and weigh 
it after the gas (CO2) has been expelled. 

The Process. 

The Weighing. — Weigh about 500 milligrammes of 
powdered Iceland spar. 

The Heating. — Place the powder in a deep platinum 
crucible, and heat it with the blast-lamp for about five 
minutes. Cool in the desiccator and weigh. Repeat 
the heating, and weigh agfain. If the second heating 
does not occasion additional loss of weight, it may be 
assumed that the whole of the Carbon dioxide is ex- 
pelled. If it does occasion loss, continue the heating 
until the weight does not change. (See pp. 72 and 73.) 
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Calculate the loss of weight as Carbon dioxide. 




Fig. 20. — ^Apparatus for Heating Calcic Carbonate. 

Note. 

86. Of course this process is not applicable to sub- 
stances containing either moisture or any volatile con- 
stituents. It is also inapplicable to certain carbonates 
that do not lose their Carbon dioxide by heating. 
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Tenth Bxercise-Cabbon Dioxide. 
(JOHNSON'S Method.) 



Data. 



Molecular Weight, Per Cent. 



Ca 

O 

CO, 



c 
o. 



40. 


40.040 


16. 


16.016 


43-9 


43-944 


99.9 


100.000 


12. 


27.335 


31.9 


72.665 


43.9 


100.000 



The Compound Tested. 

The compound tested is calcium carbonate (Ca COj) ; 
the particular form of that substance selected is the clear 
mineral called Iceland spar, also double refracting spar. 

Outline of the Process. 

Expel the Carbon dioxide from a weighed amount of 
carbonate by some liquid acid, the operation being con- 
ducted by means of an apparatus made for the purpose. 
After the gas is expelled, note the loss of weight of the 
apparatus. 

The Apparatus. 

Numerous forms of apparatus 'have been suggested ; 
the special one recommended is that devised by Profes- 
sor Samuel W. Johnson. (See Fig. 21.) 

A, B, C, contains dilute hydrochloric acid (specific 
gravity i.i).*^ 
7* 
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Fig. 8Z.— Johnson's Apparatus for Determination of Carbon Dioxide. 

D, is an exit tube, containing cotton below and Calcium 
chloride" above. 

F, IS the bottle in which is placed the carbonate to be 
analyzed. 

G, is a generator of carbon dioxide ; it has a drying- 
tube. 

The Process. 
Prepare the apparatus in accordance with the figure. 

First Stage. Weigh about i gramme of Calcium car- 
bonate in fragments, and transfer it dry to F. Connect 
the stoppers at C and D, and adjust all the tubes in place 
as in the cut. Let a steady but gentle stream of Carbon 
dioxide from a generator pass through the whole appa- 
ratus for about fifteen minutes.® Disconnect the gen- 
erator at A, and stop the tubes A and E. Weigh the 
entire bulb-apparatus, A, B, C, D, E, F. 

Second Stage. Gently incline the apparatus so that a 
few drops of acid will flow from B to F. Continue to 
transfer this acid according to requirement; let it act until 
the carbonate in F has completely dissolved. 

Third Stage. Again connect the bulb-apparatus at A with 
the Carbon dioxide generator, and pass dried Carbon di- 
oxide through the apparatus for a minute. 
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Fourth Stage, Finally replace the stoppers at A and E, 
and weigh the bulb-apparatus again. 

The loss of weight indicates the amount of Carbon di- 
oxide expelled from the carbonate tested. 

Notes. 

37. Hydrochloric acid is selected as the expelling acid, 
because it forms easily-soluble Calcium chloride. If Sul- 
phuric acid is used it forms an insoluble and pasty Cal- 
cium sulphate (plaster of Paris), which (a) coats over a 
portion of the Calcium carbonate, and so prevents its 
complete decomposition ; (p) entangles Carbon dioxide, 
which it is desired to expel. 

38. Calcium chloride is used in the drying tubes 
because of its great attraction for water. Cotton retains 
the larger drops of water ; thus the efficiency of the Cal- 
cium chloride is maintained. 

39. Carbon dioxide is prepared in the generator by Cal- 
cium carbonate and Hydrochloric acid. It is best to use 
a very large quantity of small fragments of Calcium car- 
bonate ; a very gentle action of Hydrochloric acid over a 
large surface gives a slow and constant current of Carbon 
dioxide. Of course this gas is dried by the drying-tube. 

The purpose of the current of Carbon dioxide is best 
understood by considering the effects of neglecting to 
use it : 

First. A part of the liberated gas would be held in 
solution by the Hydrochloric acid used. (By Johnson's 
method this acid is previously saturated with Carbon di- 
oxide ; hence it cannot take any more.) 

Secondly, A part of the liberated gas would stay in 
the bulb-apparatus, having expelled its volume of air. 
This would give low results, as illustrated by the follow- 
ing example : 
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' • 

Suppose the bulb-apparatus to have a volume of only 
50 cubic centimetres. Then the final weight of the ap- 
paratus may vary 32 milligrammes according as its space 
is filled with air or with Carbon dioxide. (For CO3 
weighs 1.86 milligrammes per cubic centimetre and air 
weighs 1.22 milligrammes per cubic centimetre, both 
being at 60® Fahrenheit. Thus there is a difference of 
weight of .64 of a milligramme per cubic centimetre. 
Hence in 50 cubic centimetres there may be a difference 
equal to .64 X 50 = 32 milligrammes.) If, then, i gramme 
of the Carbonate is used for the test, an error of as great 
as three per cent, may readily result from the mere un- 
corrected displacement of air by the Carbon dioxide. 

Thirdly. Some samples of Calcium chloride contain 
Calcium hydrate ; such samples when used for the first 
time in the exit tube will retain a portion of the Carbon 
dioxide, and so give rise to a low final result. By use of 
the current of CO2 such Calcium hydrate will be neutral- 
ized, and give no further trouble. 

40. The bulb-apparatus should be handled with a thick 
towel or with wooden tweezers, since the heat of the hands 
may expand and expel Carbon dioxide. 

NoTB.— This method is not applicable to carbonates of the alkali metals, for they ab 
sorb an extra molecule of Carbon dioxide during the first stage of the process. 
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ELEVENTH UXEBCISE-CABBON DIOXIDE. 
{SCHEIBLEB'S METHOD.) 



Data. 



Molecular IVeighL Per Cent. 



Ca 40. 40.040 

O 16. 16.016 

CO, 43^ 43-944 

99.9 100.000 

C 12. 27.33s 

Oa 31:9 72.665 

43.9 100.000 

The Cotnpiyund Tested. 

The compound examined is Calcium carbonate (CaCOs), 
the particular form of that substance selected being the 
clear mineral called Iceland spar, also double refracting 
spar. 

OutUne of the Process. 

The process is that devised by Dr. Scheibler. 

Expel the Carbon dioxide from its compound and col- 
lect the gas expelled ; determine the bulk of the gas by 
the volume of water it displaces from a measuring-tube. 
Now, from the known weight of one cubic centimetre of 
Carbon dioxide, estimate the weight of the volume of 
gas obtained. 

The analysis is conducted by help of an apparatus de- 
vised for the purpose. 
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Scheibler's Appa/ratus. 

The principal parts of the apparatus are seven : 
First, A test-bottle A, containing an acid-tube S, and 
having a connecting-tube r; to this tube is attached a 




Fig. 22. — Scheibler's Apparatus for Determination of Carbon Dioxide. 

rubber balk>on K, which is to hold the Carbon dioxide 
liberated from the test-bottle A. 

Second, An air-bottle B. Its tubes q^ r, u, must pass 
air-tight through the cork. 
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Third, A measuring-tube C This must be graduated 
from zero at the top to about 150 cubic centimetres at the 
bottom, and graduated in one-half cubic centimetres. 

Fourth. A water-tube D, always open at the top. At 
the bottom it connects with the measuring-tube by a tube 
that is also always open. It also connects below with 
the bottom of the water-bottle by a tube having a tap 
at P. 

Fifth. A water-bottle E, constructed like a wash-bottle. 
By blowing at V, and opening the tap P, water may be 
forced up into the water-tube D to any desired height 

Sixth. A Thermometer. 

Seventh. A Barometer. 

The Process. 

First Stage. Weigh about ^ of a gramme of finely pul- 
verized Iceland spar.^ Transfer it dry to bottle A. In 
the tube S place 5 cubic centimetres of hydrochloric acid 
of specific gravity 1.12. Adjust this tube, without spill- 
ing, in the test-bottle A. 

Open the tap on the air-bottle at q, then by blowing at 
V force water up into the water-tube D, so that the water 
stands at zero or above in the measuring-tube C, and at 
or above the same level in the water-tube.^ Now, by 
opening the tap at P, draw down the water so that it 
stands at zero in the measuring-tube and at the same level 
in the water-tube. 

Fit the cork belonging to A tight to its place. 

Close the tap at q. 

Second Stage. Incline the test-bottle A, so that a little 
acid may flow upon the carbonate. The liberated gas 
expands the balloon, expels air^ from the air-bottle B 
into the measuring-tube C, depressing the water level in 
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it. Now, by opening the water-tap at P, carefully keep 
the level in the water-tube at the same level as in the 
measuring-tube.^ Continue pouring the acid, little by 
little, upon the carbonate. 

Third Stage. When the operation is over, carefully 
adjust the water level in the water-tube to that in the 
measuring-tube. Note the number of cubic centimetres 
registered in the measuring-tube; note the temperature 
and the height of the barometer.^ 

The Calculations. — In the absorption-table (p. 86) find 
how many cubic centimetres of Carbon dioxide are held 
dissolved by the hydrochloric acid used, and add these 
to the indication on the gas-tube.** 

From the weight-table (p. 87) find the weight in milli- 
grammes of one cubic centimetre of Carbon dioxide at the 
temperature and barometric pressure of the experiment^ 
Multiply this weight by the number of cubic centimetres 
found ; the product is the weight of the Carbon dioxide 
expelled from the substance tested. From this weight 
the per cent, is easily estimated. 

Notes. 

41. Scheibler's apparatus is best adapted to substances 
containing but a small amount of Carbon dioxide. Such 
a substance is bone-black, for whose analysis for Carbon 
dioxide the process was devised. It is evident that not 
more than half a gramme of Calcium carbonate can be used 
as above described. Pure Calcium carbonate yields 44 per 
cent of Carbon dioxide ; from half a gramme of Iceland 
spar this is equal to 220 milligrammes of Carbon dioxide. 
Since Carbon dioxide weighs 1.8 milligrammes per cubic 
centimetre at ordinary temperature (60° F.) and pressure 
(29.92 inches), 220 milligrammes are equivalent to about 
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^=122 cubic centimetres; but the capacity of the 
measuring-tube is 150 cubic centimetres. 

42. If the water levels are not at the same height in 
both the water-tube and the measuring-tube, then the air 
in the portions of apparatus between C and K may be in 
a condition either of condensation or of rarefaction as 
compared with the outer atmosphere; either condition 
is inadmissible. Further, there is a tendency (accord- 
ing as one or the other level is higher) to leakage of 
air out of the apparatus or to leakage of air into the 
apparatus. 

43. The rubber bag retains the liberated Carbon di- 
oxide. If the gas were allowed to come in direct con- 
tact with the water in the measuring-tube, some of the gas 
would be dissolved, and thus the volume indicated would 
be too low. 

44. If during the evolution of the gas the water were 
allowed to rise in the water-tube, its extra pressure would 
be constantly offering resistance to the free evolution of 
the Carbon dioxide ; it would also tend to produce loss 
ftf gas by leakage. 

46. When the final measuring of gas takes place, the 
two water levels being the same, the gas is subjected to 
the atmospheric pressure at that moment; this is indi- 
cated by the barometer. 

If the operator has a higher pressure than he supposes, 
of course the gas is thereby compressed, and results that 
are too low are reported. If the operator subjects the 
gas to a lower temperature than he supposes, the same 
error is suffered. 

Opposite conditions accidentally obtained give rise to 
errors in the opposite direction. 

46. It appears that the hydrochloric acid used absorbs 
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more Carbon dioxide the greater the amount of gas lib- 
erated ; hence an absorption-table has been prepared for 
assistance in making this correction. 

AbsorpHon'Tahle, 

Showing in cubic centimetres the amounts of Carbon dioxide dissolved by 
5 c. c. of H CI (Sp. gr. 1.125) for the specified amounts of gas evolved, 
expressed in cubic centimetres. 
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Weignt'Table^ 

Expressing in milligrammes the weight of one cubic centimetre of Carbon 
dioxide at different Temperatures from 10° C. to 25° C, and at different 
barometric pressures from 750 millimetres to 770 millimetres of mercury. 
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TWELFTH EXEBCI8E-CHLOBINE. 
(GBAVIMETBIC METHOD.) 





Data. 






Molecular Weight. 


Per Cent, 


Na 
CI 

Ag 

CI 


23. 

35.4 

58.4 

107.7 
_354 
143. 1 


39-384 

60.616 

100.000 

75.262 

24.738 

100.000 



The Ctymptyu/nd Tested. 

This is crystallized common salt (Na CI). 

Chlorine combines with electro-positive elements, such 
as hydrogen and the metals, to form chlorides. It is to 
this class of compounds that the processes here described 
are applicable; but other compounds of chlorine — if 
previously changed into the form of chlorides — may 
be tested by the processes described in this and the 
next following Exercise. 

Outline of the JPtocess. 

To the solution of the chloride add a slight excess of 
Silver nitrate (Ag NOs), in presence of Nitric acid. 

Weigh the precipitate of Silver chloride (Ag CI) 
formed. Direct sunlight, and even abundance of diflfused 
sunlight, must be avoided.*^ 
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The Process. 

The Weighing. — Weigh about one gramme of pure 
Sodium chloride (Na CI) • Heat 
it for awhile in a covered cru- 
cible, so as to expel the water 
retained inside the crystals. 
Cool in a desiccator, and weigh 
again, so as to get the exact 
weight of the dry salt. 

The Dissolving. — Dissolve 
the salt in warm (not boiling) 
water.^ 

The Precipitation. — Add a 
few drops of pure Nitric acid, 
and then a slight excess of 
a solution of Silver nitrate 
(Ag NOs).~ 

-_ ^ - - ,. 1 ,. Fig. 23.— Cooling a Crucible in a Dcs- 

Heat the solution, and stir iccator. 

it vigorously ; the precipitate is thus made to collect as 
heavy, curdy lumps, leaving the supernatant liquid almost 
perfectly clear.^ 

NaCl + AgNO, = AgCl + NaNO,. 

The Filtering. — Filter ; wash the precipitate until the 
filtrate no longer affords a test for Silver, upon addition 
of hydrochloric acid to a small portion of it. 

The Burning. — Dry the precipitate, and remove it 
from the paper as completely as possible. Bum the 
paper in a porcelain crucible. When the crucible is cool, 
add a drop of Nitric acid to the ash, and after a few min- 
utes add a drop of Hydrochloric acid ; then evaporate 
carefully to dryness. Next introduce the principal mass 
of the Silver chloride (Ag CI) ; heat gently until the 
precipitate commences to fuse. Cool and weigh." 
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Notes. 

47. Direct or diffused sunlight decomposes Silver 
chloride to a purple or black compotmd (perliaps Ag, CI), 
the change occasioning a loss of chlorine. This decom- 
position is effected principally by the actinic (chemical) 
rays associated with the violet end of the solar spec- 
trum ; hence yellow light is preferred for the room where 
the analysis is performed. 

48. The solution should not be boiled at first, lest the 
Nitric acid expel some of the Hydrochloric acid it has 
liberated. After the chlorine has combined with the 
silver, this danger need not be feared. 

49. The presence of Nitric acid prevents the precipi- 
tation of many salts, other than Silver chloride, that 
might in certain cases be present ; it also in some way 
helps the precipitated Silver chloride to collect. 

50. The weight of pure Silver nitrate absolutely 
needed should be calculated by use of the following pro- 
portion : 



Molecular 


Molecular 


Gross weight of 


Gross weight of 


weight 


weight : 


NaCl 


AgNO, 


of Na CI. 


of Ag NO^ 


taken. 


required. 



51. Upon burning the filter-paper, the hydrogen of the 
Hydrocarbons thus formed, invariably abstracts Chlorine 
from any Silver chloride present ; metallic silver is left. 

Ag Cl + H = Ag + H CI. 

Upon addition of Nitric acid, this silver is dissolved. 

6 Ag + 8 H NO, = 6 Ag NOs + NsOa + 4 H. O. 

Upon subsequent addition of Hydrochloric acid, Silver 
chloride is formed in quantity equal to that previously 
decomposed. 

Ag N O, + H Cl = Ag Cl + H NOs 
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52. To remove Silver chloride from a porcelain cru- 
cible, add to it a strip of zinc and some dilute Sulphuric 
acid. 

The hydrogen so afforded decomposes the Silver 
chloride, leaving the metallic silver in a spongy condition 
such that it is easily detached. 

Zn 4- H, SO4 = Zn SO4 4- H«. 
2 Ag CI + H» = 2 Ag + 2 H CI. 
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THIBTEENTH EXEBCISE^CHLOBINE. 
(VOLUMETBIC METHOD.) 



Data. 



Molecular IVeight, Per Cent. 



23. 

35d 


39.384 
60.616 


584 


100.000 



Na 
CI 



The Compound Tested. 

The substance tested is commercial Sodium chloride 
(Na CI). The method is applicable only to chlorine in 
the form of chlorides ; even then the solution must be 
neutral. 

This necessity results from the fact that both feebly 
acid and feebly alkaline solutions decompose the indicator 
used — red Silver chromate (Agj Cr O4). 

If therefore a given solution is acid, it may be pre- 
pared for the test by first neutralizing with an excess of 
pure Calcium carbonate (Ca COs). Alkaline solutions 
should be first rendered feebly acid with pure Nitric 
acid ; then they should be neutralized — as just described 
— with Calcium carbonate. 

The process is not applicable to such compounds as 
Bleaching-powder, 

Ca Cl, -f- Ca O, Cl^ 

It is not applicable to chlorates, except after decompo- 
sition to chlorides. 
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Outline of the Process. 

Standardize a solution of Silver nitrate (Ag NOs) by 
use of pure Sodium chloride (Na CI), so as to learn the 
exact amount of Sodium chloride — and hence by calcu- 
lation of chlorine — that each cubic centimetre of the 
silver solution equals. 

Use the silver solution to determine the amount of 
chlorine — ^as chloride — in other solutions. 

The StannAaned Silver Solution. 

The W^eighing. — Weigh about 4 grammes of pure 
crystallized Silver nitrate (Ag NOs) ; dissolve it in about 
400 cubic centimetres of distilled water; transfer the 
solution to a clean glass-stoppered bottle." (Avoid ex- 
posing the solution to direct sunlight) 

Dry about 300 milligrammes of crystallized Sodium 
chloride (Na CI) as explained under the gravimetric test 
for chlorine (p. 89). Then weigh accurately three por- 
tions of it — not necessarily of equal weights. Dissolve 
these portions in water, separately, in three small beak- 
ers, carefully noting the quantity of salt in each. To 
each solution, add a few drops of yellow Potassium 
chromate (K, Cr O4). 

The Standardizing. — Now test the first of these three 
portions of salt with the silver solution, as follows : 

Carefully wash a burette; then empty it; then rinse 
it with a few cubic centimetres of the standard solution. 
Draw off the rinsings into a waste beaker. Fill the 
burette to the zero-mark with the standard solution. 
Next, drop the solution slowly from the burette into 
the first solution of salt 
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At first, a red precipitate of Silver chromate (Ag, 
Cr O4) appears. 

2 Ag NO, + Ka Cr 0« = Ag. Cr 0« + 2 KNO^ 

But the color is quickly whitened by the ftrmation of 
Silver chloride (Ag CI). 

Aga Cr 0« + 2 Na CI = 2 Ag CI + Nas Cr 0^, 

Add more Silver nitrate ; upon stirring, the red precip- 
itate whitens, but with increasing difficulty, because the 
amount of common salt (Na CI) is rapidly diminishing ; 
at length, the common salt being entirely decomposed, 
the next additional drop of Silver nitrate forms red 
Silver chromate (Agj Cr O4), which impermanent^ giving 
a creamy or reddish shade to the whole of the solution. 
That this is the end of the operation is usually evident 
from the additional fact that the Silver chloride now 
collects at the bottom of the solution. 

Next, test the second and the third portions of salt, as 
just described for the first 

The Calculations. — Make an average of the results of 
the three tests. From the number of cubic centimetres 
of silver solution used, calculate the value of one cubic 
centimetre of it, in chlorine, in common salt, and in 
Potassium chloride. Label the bottle, containing the solu- 
tion, somewhat as follows, and fill the blank spaces : 



Standard Silver Solution for CHLORINE. 



I c.c. o m.g. CI 

I c.c. o °^*S* ^<^ CI 

I c.c. o n*'&- KCl 

(Date) 
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The Brocess. 

The W^eighing. — ^Weigh about one-half gramme of 
ordinary or commercial common salt. 

The Dissolving. — Dissolve the weighed sample in 
about 250 cubic centimetres of water. Dilute the solu- 
tion to exactly 500 cubic centimetres. From this solu- 
tion, take three successive portions, each measuring 100 
cubic centimetres, and test them by means of the stand- 
ard solution, as described on pp. 93, 94. 

The Calculation. — From the number of cubic centi- 
metres used, and from the data already recorded on the 
label, calculate the amount of Chlorine present in the 
commercial salt 

Notes. 

53. The standard solution should be preserved with 
care. If any water gets into it, its standard will be 
lowered ; if it be so exposed that any water evaporates, 
its standard will be raised. (See p. 22.) 

64. The standard solution must not be added in suffi- 
cient quantity to impart a deep red color to the solution. 

So long as there remains in the solution any chlorine 
not combined with silver^ the red precipitate cannot be 
permanent. When, however, the red precipitate is per- 
manent, it shows that there has been added not only 
enough of the silver to combine with all the chlorine 
present, but also the slight excess sufficient to form red 
Silver chromate. 

56. All burettes should be rinsed after using, and 
should be left full of water. 
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FOUBTEENTH EXEBCISE-CHBOMIUM. 



Data. 



Molecular Weigkt. Per Cent. 



K. 

o, 
o, 

(SO,), 

so, 
o 

24H,0 



O, 



78. 


26.558 


104. 


35.410 


.UU 


38.032 


293.7 


100.000 


78. 


7.827 


104. 


10.437 


47.9 


4.807 


239.6 


24.044 


79.9 


8.018 


16. 


1.606 


43II 


43.261 


996.5 


100.000 


104. 


68.466 


.47i9 


31.534 


151.9 


100.000 



The Compound Tested. 

The substance tested is crystallized Potassium dichro- 
mate (Kg Cfj O7). 

Outline of the Process. 

Precipitate the Chromium as Chromic hydroxide 
(Cra 0« He) ; change it, by heating, into Chromic oxide 
(Crj Os) and weigh it in the latter form. 
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If the Chromium exists in its higher oxidized forms, it 
must be reduced^ prior to precipitation. This reduction 
is accomplished by some deoxidizing agent, of which 
Ethyl alcohol, (Cj Hj) O H, Sulphuretted hydrogen 
(H2 S), and Sulphurous anhydride (SO2) are examples. - 



The Process. 

The Weighing. — Weigh about one gramme of pure 
crystallized Potassium dichromate (Kj Crj O7). 

The Dissolving and Reducing. — Dissolve the salt in 
a small amount of water. Next add a few drops of pure 
hydrochloric acid (H CI). 

K, Cr, O^ -h a H Cl = a Cr O, -f a K CI + H, O. 

The Chromic anhydride (Cr O3) liberated, dissolves in 
the water.*^ Next add 
cautiously^^ some Ethyl 
alcohol (Cj H5) O H. 
Boil the solution, and 
then evaporate it to dry- 
ness to expel the excess 
of hydorchloric acid, as 
well as the excess of al- 
cohol and the aldehyde 
formed. Take care not 
to overheat the residue 
from the evaporation. 
Dissolve this residue in E^^^ 
water — with help of a^^ 
drop of hydrochloric 
acid, if necessary — and „ ^ . „, . . 

, "^ Fig. 24. — Convenient Water-bath arrangement for 

boil the solution. evaporating the Chromic solution to dryness. 

The Precipitation.— To the boiling liquid, add Am- 
monium hydroxide (at first, drop by drop) in slight excess. 
9 G 
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Boil the solution until, upon allowing the precipitate 
to subside for a minute or two, the supernatant liquid 
appears to be colorless.^ 

Cr,Cl,-f 6 (NHJ OH=Crj,OjHe + 6NH^Cl. 

The Filtering. — Decant the clear liquid through a 
filter ; wash the precipitate several times by decantation. 
Finally, transfer the precipitate itself to the filter. 

The Burning. — Dry the precipitate; then remove it 
from the filter to a piece of glazed paper. Burn the filter- 
paper first ; then add the precipitate to the contents of 
the crucible, and ignite the whole. 

Cfj, Og Hg heated = Cr, O, -f 3 H, O. 

Notes. 

56. It might be expected that addition of strong acid 
to Potassium dichromate would yield free Chromic acid 
(H2 Cr O4). But, in fact, Chromic anhydride (Cr O3) ap- 
pears to be formed. 

57. Chromic anhydride is a very powerful oxidizing 
agent, and it yields great heat when acting upon organic 
compounds. When alcohol is added in large quantity to 
it, it sometimes froths up and overflows the vessel. 

58. The reactions of the deoxidizing agents are given 
below : 

For Alcohol: 

2 Cr O3 + 6 H Cl + 3 (C, H5) O H=Cr, Cl,-f 6 H, O-f 3 C, H^ O. 

Aldehyde, 
For Sulphuretted hydrogen : 

a Cr O3+ 6 H Cl -h 3 H, S = Cr, Cl, -f 6 H, 0+ 3 S. 

For Sulphurous anhydride : 

aCr03 4-3SO, = Cr,(SO,),. 
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59. Organic substances often prevent the precipitation 
of hydrates of metals from their solutions. The alcohol 
and aldehyde must be removed in order to avoid this 
sort of influence. 

60. Ammonium hydroxide dissolves freshly precipitated 
Chromic hydrate, forming a violet-red liquid ; but upon 
thorough boiling, the colored compound is decomposed, 
with liberation of the whole of its Chromic hydrate. 

61. Chromic oxide (Cra Os), which has been strongly 
ignited, is insoluble in Hydrochloric acid. 
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Fifteenth Fxebcise-Cojpjpeb. 
(Pbecipitation by Ibon.) 



Data. 



Molecular Weight, Per Cent. 



Cu 63.2 25.392 

O 16. 6.428 

SO3 79-9 32.101 

5 H,0 _89.8 36.079 

248.9 100.000 

The Compound Tested. 

This is crystallized Cupric sulphate, known in com- 
merce as Blue vitriol (Cu SO4 + 5 Hj O). 

Outline of the Process. 

Introduce a spiral of iron wire into the solution ; this 
precipitates the copper in the metallic form, in which 
form it is weighed. 

{a) This process is not applicable in presence of other 
substances precipitable by iron, viz.: silvei, mercury, 
lead, arsenic, antimony, bismuth, gold. 

{b) This process is not applicable to solutions contain- 
ing Nitric acid (H NO3), except after that acid has been 
removed : even minute quantities of Nitric acid prevent 
the precipitation of the last portions of copper. 

The Process. 

The Weighing. — Weigh accurately about 4 grammes 
of the Cupric sulphate. 
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The Dissolving. — Dissolve the weighed substance in 
hot water ; then add about 25 cubic centimetres of Hy- 
drochloric acid to the solution. 

Preparation of the Iron Wire. — Select a piece of iron 
wire of about nine inches in length, and about one-eighth 
of an inch in diameter. Round the ends of the wire with 
a file. Clean the surface of the wire by rubbing it with a 
rag dipped in hydrochloric acid. Finally, wash it with 
water. Bend the wire into a spiral, so that when it stands 
in the copper solution it may have its upper end in the 
upper strata of the liquid. 

The Precipitation. — Place the spiral in the copper 
solution,^ and let the whole stand in a moderately warm 
place for about three hours, — or until the copper is com- 
pletely precipitated, and no longer. This end is known 
to be reached when a clean piece of iron held in the 
solution for a few moments acquires no red deposit of 
copper. 

Cu SO^ + FCj + a H Cl = Fc SO^+Fc Cl, + Cu + H,. 

The W^ashing. — ^When precipitation is complete, brush 
with a feather the adhering copper from the iron wire 
into the solution; withdraw the wire, washing it with 
water. Allow the copper to subside for a few minutes ; 
then decant the clear liquid from the first beaker, desig- 
nated as A, to a second beaker, designated as B. Fill A 
lull of clean water. Allow the precipitate to- subside for 
a few minutes, or until the liquid is clear. 

Pour the clear liquid in B away, saving any copper 
that may be deposited in it. Pour the clear liquid from 
A into B. Repeat these washing processes several times. 

After the wash waters in A and B have been poured off 
for the last time, pour a few cubic centimetres of alcohol 
(Ca H5 O H) into B, and by its help wash any copper 
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contained in B back into A. When the copper has set 
tied in A, pour the clear alcohol away.^ 

The Drying. — Next dry the copper in A over a warm 
(not hot) sand-bath. When the copper is perfectly dry, 
brush it into a watch-glass and quickly weigh it as me- 
tallic copper. 

Notes. 

62. From a little consideration it will appear that in 
making this assay it is necessary — after the copper has 
once commenced to precipitate — to continue the work 
without delay to its conclusion. 

Thus it must be remembered that the freshly precip- 
itated metallic copper is likely to become injured upon 
exposure even to pure air, much more upon exposure 
to an acid atmosphere. The air turns the copper either 
to red Cuprous oxide (Cug O), or to black Cupric oxide 
(Cu O). 




Fig. 25. — Disposition of Apparatus for Reducing Oxidized Copper. 

Copper which has thus become partly or wholly ox- 
idized may be brought back. To accomplish this, place 
the substance in a small porcelain boat, and the latter in 
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a combustion-tube of Bohemian glass. Pass a current of 
hydrogen gas over the copper, and when the explosive 
mixture of air and hydrogen is judged to be expelled, light 
the hydrogen at the jet Now heat the tube, where the 
boat is, to low redness. Presently the oxide will glow, 
from the heat of the process of reduction. When the 
reduction is judged to be complete, remove the lamp- 
flame, but let the hydrogen flow until the copper is cool ; 
now extinguish the hydrogen flame, and take out the 
boat and weigh it. 

63. During the final drying of the copper, the alcohol 
vapors exert their protective influence in two ways : 

First. They fill the beaker and so partly expel the air ; 

Secondly, Owing to the affinity of alcohol for oxygen, 
the vapors tend to withdraw oxygen from any air that 
may be present in the beaker. 
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sixteenth jexebcjose-cojpjpeb. 
(By Electrolysis.) 



Data. 



Molecular Weight, Per Cent. 



Cu 63.2 25.392 

O 16. 6.428 

SO3 79-9 32.101 

5H,0 '_^^ 36.079 

248.9 100.000 

The Compound Tested. 

This is crystallized Cupric sulphate (Cu SO4 + 5 Kg O). 

Outline of the Froeess. 

Prepare one or two cups of Grove's battery;** by their 
aid, deposit the Copper in the metallic form in a platinum 
dish. The dish serves not only as a receptacle for the 
solution to be tested, it is also the negative electrode of 
the battery; hence it is connected (by a copper wire) with 
the zinc end of the battery. 

The process is applicable to solutions of Copper in ab- 
sence of Nitric acid, also in absence of substances precip- 
itable by the galvanic current or by metallic Copper. 

It should be the invariable rule to have the battery in 
the best of running order before beginning to plate. 
With this in mind, observe carefully the directions given. 
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The Battery. 

{a) Provide the Battery Acids. — Two acids are used. 
For the inner cell, ordinary concentrated Nitric acid is 
used. For the outer cup, dilute Sulphuric acid is used. 
Prepare the dilute Sulphuric acid as follows : 

Measure separately in a graduated glass 
100 parts of water, 
5 parts of concentrated Sulphuric acid. 
Pour the water into a beaker ; then slowly pom the acid 
into the water and stir the mixture. (The proportions 
given, represent about one part of acid to ten of water by 
weight. If this acid affords a precipitate of Lead sul- 
phate, separate the latter from the diluted acid by decan- 
tation, or by filtration, before use. Lead sulphate, if 
present, exercises an injurious local galvanic action upon 
the zinc.) 

(^) Amalgamate the Zincs.* — For this purpose pre- 
pare five beakers, each capable of holding one zinc. Fill 

— the first, with hot water ; 

— the second, with dilute Sulphuric acid; 

— the third, with water, either hot or cold ; 

— the fourth, with a solution of Mercuric chloride, acid- 
ified with Nitric acid ; 

— the fiflh, with water. 

Pass the zincs slowly from one beaker to another, in 
the order of the numbers, until the surfaces are thoroughly 
amalgamated. 

{c) Soak the Porous Cups. — This is accomplished by 
merely filling them with water and allowing them to stand 
in that condition for a few minutes. 

{d) File the Connections. — This process insures a 
bright metallic contact where it is necessary, but it must 
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be used with the full appreciation of the fact that unless 
cautiously performed it rapidly wears away the parts filed. 
{e) Set up the Battery. — One Grove cup** is usually 
sufficient ; if two cups are used, they should be arranged 
for intensity — ^that is, each zinc should be connected with 
its neighboring platinum and not with its neighboring 
zinc. 

The Frocess. 

The Weighing and Dissolving. — Prepare and weigh 
the platinum dish that is to receive the deposited metal. 
Weigh into this dish about one gramme of crystallized 




Fig. 26. — Disposition of Apparatus for the Electrolytic Deposition of Copper. 



Cupric sulphate. Dissolve the salt in the dish in a suit- 
able quantity of water, and add a drop of pure Sulphuric 
acid.^ 

The Plating. — Place the platinum dish upon the end 
of the wire attached to the zinc end of the battery ; the 
wire should be wound into a flat coil for this purpose. 
Above suspend a platinum electrode^, — attached to the 
other end of the battery, — so that it will dip into the 
copper solution. Deposition of the metal should com- 
mence at once ; one or two hours should suffice for its 
completion. 
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The Washing. — When the process is terminated, pour 
away the liquid and wash the copper thoroughly, first 
with cold water and finally with hot. Dry the metal in 
a water-bath, and then weigh it.^ 

Care of the Apparatus. 

Clean the Battery. — Pour away the acids used, and 
after washing the various parts of the apparatus, set them 
in place and fill them with water; leave the battery in 
this condition. 

Clean the Platinum Dish. — Warm some Nitric acid 
in it, and afterward thoroughly wash it with water. 



Notes. 

64* A single cup of Grove's battery, as ready for action, 
may be described as follows. The outer 
vessel is a jar containing dilute Sulphuric 
acid. In the acid is a hollow cylinder 
of zinc and a porous earthen cup; the 
cup contains concentrated Nitric acid, in 
which a strip of platinum is suspended. 
A metallic conducting wire attached to 
the platinum is called the positive elec- 
trode of the battery ; a similar wire at- 
tached to the zinc is called the negative 
electrode. 

65. While there are several ways of fig. 27. - Perspectn 
producing a galvanic current, the prin- J/^J^^^.* g^^ ^"^ 
cipal one is by means of a properly reg- 
ulated chemical action. The conditions under which the 
current is thus generated may be briefly stated as follows : 

Firsts three substances usually take part ; second^ these 
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substances must all be conductors of the current; thirds 
pf Zll ^^^ chemical action between the 

substance a and the substance d 
must be greater than that be- 
tween the substance 6 and the 
substance c; fourth, the sub- 
stances are usually two metals 
and one liquid, though we are by 
no means confined to this combi- 
nation. 




Fig. a8. — Dtagram Representing 
the Parts of a Single Cup of 
Grove's Battery. 



As examples of the combina- 
tions actually employed, note the following table : 



Name. 


The Metal 
consumed. 


The Exciting Liquid. 


The Third Substance. 


WoUaston's 


Zinc 


SulDhuric acid 


Copper. 
Platinum 


Smee's 


Zinc 


SulDhuric acid 


Walker's 


Zinc 


SulDhuric acid 


Carbon 


Grove's 


Zinc 


Sulphuric acid 




Bunsen's ... 


Zinc 


Sulphuric acid • 


Carbon in Nitrip apiH 


Leclanche's 


Zinc 


Ammonium chloride.... 


Carbon with or without 
Manganese dioxide. 


Daniell's... 


Zinc 


Solution of Cupric sul- 
nhate 


Copper. 


r"**''^ • 



This brief table at once suggests several facts : First, 
that zinc is very frequently used as the metal to be dis- 
solved by acid in the action of the battery ; second, that 
carbon and platinum, being very inert substances, are pre- 
ferred as the inner elements of the cell; third, that the ex-^ 
citing liquids, while capable of much variation, are such 
as have ready action upon zinc, forming soluble salts 
with it. 
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Fig. 29. — Perspective View 
of a Single Cup of Smee's 
Battery. 



The purpose of the Nitric acid in the inner cell is to 
oxidize that hydrogen gas that the ac- ^ ^ 

tion of the battery liberates upon the 
inner element. If this hydrogen is al- 
lowed to remain where it collects, it 
polarizes the platinum or the carbon, 
and materially diminishes the effective- 
ness of the battery. 

66. The amalgamation of the zincs 
has a tendency to make the battery 
more constant. It does this by reason 
of the facts that pure zinc is not subject 
to the injurious local action that is set 
up at all points where impurities are 
deposited, and that the mercury dis- 
solves the pure zinc and brings it to the surface of the 
plates, leaving the original impurities of the metal in the 
interior. 

67. The platinum electrode is easily made as follows: 

Have a gas flame so 
placed that it streams 
over a small anvil; 
next, hold a piece of 
platinum foil and a 
piece of platinum wire 
in this flame, so that 
both may be heated 
red-hot at the same 
time. When both are 
ready, give them a 
sudden blow with a 

hammer ; this should strike them down upon the anvil 
and easily weld them together. 

68. Sulphuric acid increases the electrical conductiv- 




FiG. 30.— Perspective View of Two Cups of Bunsen's 
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ity of the solution, and so favors the precipitation of the 
copper. 

69. Care must be taken in drying the copper. It must 
not be dried in an acid atmosphere, for then the metal 
will be attacked, and so will give rise to too high results. 
The deposit must not be heated too strongly, for then 
there is danger not only of changing the metal into either 
black oxide (CuO) or into red oxide (CugO); there is 
the additional danger of ruining the platinum dish. (See 
page 74.) 
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SEVENTEhlNTH JBXEBCISE—COJPJPBB. 
(AS BLACK OXIDE.) 





Data. 






Molecular Weight. 


Per Cent. 


Cu 
O 


63.2 
16. 


25.392 
6.428 


SO3 
5H,0 


79-9 

89.8 

248.9 


32.101 
36.079 
100.000 


Cu 


63.2 


79.798 





16. 
79.2 


20.202 
100.000 



The Cofnpov/nd Tested. 

This is crystallized Cupric sulphate (Cu SO4 + 5 Hj O). 

Outli/ne of the Process. 

Precipitate the copper as Cupric hydroxide ; then by 
ignition change the hydroxide into Cupric oxide (Cu O), 
which is the substance to be weighed. 

The Process. 

The Weighing. — Weigh about one gramme of the 
crystallized and pure salt. 

The Dissolving. — Dissolve the weighed substance in 
hot water and bring the solution to the boiling-point. 
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The Precipitation. — Continue heating the liquid, and 
then cautiously add solution of Sodium hydroxide until the 
whole IS just alkaline to litmus- paper J^ The precipitate, 
at first blue, should become almost black, and should 
quickly subside when the lamp is withdrawn. 

Cu SO^ + 2 Na OH = Cu O, H, + Na,SO^. 
3 Cu O, Hj boiled = Cu, O^ H, + 2 H, O. 

The Washing. — Pour the clear liquid through the 
filter. Wash the precipitate repeatedly with hot water, 
by decantation, for the purpose of removing all the So- 
dium compounds, some of which adhere to the precipitate 
with great tenacity. 

The Burning. — After thorough drying, separate the 
precipitate from the paper, and bum the paper first, in a 
porcelain crucible. It is always desirable to add to the 
filter-ash a drop of Nitric acid, and then to evaporate to 
dryness and ignite, before adding the mass of the precip- 
itate.^ Finally, introduce the entire precipitate and 
strongly ignite it;^ the residue should consist solely of 
Cupric oxide plus filter-ash. 

CUj O4 H, heated = 3 Cu O -}- H, O. 

Notes. 

70. When Sodium hydroxide is added to a cold solution 
of Cupric sulphate it at first affords a blue precipitate of 
Cupric hydroxide (Cu O2 Hs). This precipitate may be 
viewed as Cu O + Hg O ; it is flocculent and difficult to 
wash ; upon boiling, however, it parts with some of its 
water and becomes a basic hydroxide (Cug O4 Hj), which 
may be viewed as 3 Cu O + Hg O, and which is granular 
and more easily washed. As analogous to the facts here 
presented, it should be remembered that a crystalline sub- 
stance separating from its water solution at a high tem- 
perature usually has less water of crystallization than the 
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same salt when crystallized at a low temperature ; further 
rise of temperature tends to lessen the hydration of solu- 
ble salts even while they are still in solution. 

71. In presence of non- volatile organic matters all the 
copper in a solution cannot be precipitated by Sodium 
hydroxide. (For analogous fact, see Note 59.) 

72. Upon burning the filter-paper, its carbon and 
hydrogen are certain to reduce to the metallic form any 
Cupric oxide adhering to it. Nitric acid changes the 
copper to a nitrate, which by ignition is turned back to 
oxide. 

73. Cupric oxide absorbs moisture from the atmos- 
phere, but it absorbs less if it has been strongly ignited. 
This fact must be borne in mind in weighing the substance. 

10* H 



[14 QUANTITATIVE ANALYSIS. 



EIGHTEENTH BXEBCISE—lBON. 

(Gba vimetbicall r.) 





Data. 






Molecular Weight, 


Per Cent. 


Fe 


55.9 


14.278 


O 


16. 


4.087 


SO3 


79.9 


20.409 


(NH,), 


36. 


9195 





16. 


4.087 


SO3 


79.9 


20.409 


6H,0 


107.8 


27.535 




391.5 


100.000 


Fe, 


111.8 


70.006 


0, 


_47:9 


29.994 




159.7 


100.000 



The Com/pound Tested. 

This is Ammonio-ferrous sulphate (NH4)2 SO4 + Fe SO4 
+ 6 HjO. This compound must be carefully distinguished 
from the Ammonio-ferric sulphate. The latter compound 
is Iron alum ; the former compound is not (See pages 

47, 48.) 

Outline of the Process. 

Oxidize the iron by boiling with aqua-regia. Precip- 
itate the iron as Ferric hydroxide; weigh it as Ferric oxide. 

The Process. 

The Weighing. — Weigh about one gramme of Am- 
monio-ferrous sulphate, (NH4)2 S04+Fe SO4+6 H2 O. 
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The Dissolving. — Dissolve the salt in water; add a 
few drops of pure hydrochloric acid and a few drops of 
pure Nitric acid ; boil to change the iron into the ferric 
form. 

6 [ (NH^ SO^ + Fe SOJ + 6 H 01+6 H NO,= 
6 (NH,), SO4+ 2 Fc, (SOJ,+ Fc, 01,4, 3 N, 0^+ 6 H, O. 

The Precipitation. — Now carefully add sufficient Am- 
monium hydroxide to produce alkaline reaction. The 
precipitate, which should be dark red, is Ferric hydrox- 
ide (Fe, Oe He), 

F^Cj (80^),+ Fc, Cle+ 12 (NH,) OH== 

2 Fcj Oe He+ 3 (NHJ, SO^-f 6 NH4 CL 

Boil thoroughly ; allow the precipitate to subside.^* 
The Filtration. — Pour the clear liquid into the filter; 

continue the washing by decantation. Finally transfer 

the precipitate itself to the filter. 
The Burning. — Dry the precipitate thoroughly, (See 

page 50, note 5.) Ignite separately the filter and the 

precipitate (the filter first). The residue is Ferric oxide 

(Fe, O,), 

Fe, O^ Hg heated — Fc, O, + 3H, O. 

Notes. 

74. The following is a type reaction for agua-regia: 
2 H NOj+ 2 H C1 = C1,+ N, 0^+ 2 H, O. 

Under varying conditions the reaction varies; below is 
another form of it* involving the production of Nitrosyl 
chloride (NOCl) : 

HNO,+ 3HCl = 2H,04-NOCl-f Cly 

76. When the iron of the original salt to be tested is 
in the ferric form, addition of aqua-regia is unnecessary. 
When the metal is in the ferrous form, addition of 

*Roscoe & Schorlemmer's Oumistryt Vol. I., pp. 413 and 435. 
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Ammonium hydroxide produces a bluish precipitate of 
Ferrous hydroxide (Fe O2 H2). This compound, upon 
exposure to air, changes in part to Ferric hydroxide, and 
thus gives a precipitate of variable constitution. 

When the metal is partly ferrous and partly ferric, ad- 
dition of Ammonium hydroxide produces a black precipi- 
tate of variable composition, but containing Ferroso-ferric 
oxide, also called magnetic oxide (Fe^ O4). 

76. Ferric hydroxide (Fe2 Oe He), though soluble in 
acids, is insoluble in Ammonium hydroxide and Ammo- 
nium salts. When precipitated by Sodium hydroxide 
(Na OH), or by Potassium hydroxide (K O H), the 
Ferric hydroxide holds part of the alkali with such 
tenacity that washing will not remove it. Ammonium 
hydroxide is also retained in a similar manner, but being 
volatile, it is less objectionable on this account. 

77. Ferric oxide (Fe2 O^) remains unchanged by igni- 
tion in the air ; but at very high temperatures and away 
from access of air, it changes to Ferroso-ferric oxide 
(Fcg O4) with loss of oxygen. 

78. When ignited in presence of Ammonium chloride 
(NH4 CI), Ferric oxide suffers loss, owing to volatiliza- 
tion of Ferric chloride (Fcj CU). 
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Nineteenth Hxebcise—Ibon. 
(^The Potassium Permanganate Test.) 





Data. 






Molecular IVeighL 


Per Cent. 


Fe, 


III.8 


11.617 


O3 


47.9 


4.977 


3SO3 


239.7 


24.906 


(NHJ, 


36. 


3.741 





16. 


1.663 


SO, 


79-9 


8.302 


24H,0 


43L.^ 


. 44.794 




962.4 


ICX).000 



The Compound Tested. 

This is Ammonio-ferric alum, the double Sulphate of 
iron and ammonium, (NH4)2 SO4 + Feg (SOJj + 24 H2 O. 
(See page 48.) 

The process is applicable to almost all compounds of 
Iron ; but {a) compounds in the ferric form must be reduced, 
as a part of the process, to the ferrous form; and {b) if a 
solution contains any substance that has a reducing action 
upon Potassium permanganate, such substance must be 
removed before this test can be applied. 

Outline of the Process. 

(The test involves the facts that Potassium permanganate 
(K2 Mng Og) is a powerful oxidizing agent and that it has 
a high color. Now when the permanganate comes in 
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contact with a Ferrous salt, it parts with some of its 
oxygen to produce a Ferric salt ; by reason of this loss 
of oxygen a colorless compound of manganese results.) 

Reduce the iron, to be tested, to the ferrous form, pro- 
vided it is not already in that form. 

Prepare a standard solution of Potassium permanganate. 

To the Ferrous solution, to be tested, add from a burette 
the required quantity of the standard solution of Potassium 
permanganate. As the strength of the permanganate 
solution is known, the number of cubic centimetres used 
gives at once a datum for the determination of the amount 
of iron present. 

The Standa/rd Solution. 

The Weighing — Prepare the solution of Potassium 
permanganate as follows: Dissolve 1.5 grammes of crys- 
tallized Potassium permanganate in a small amount of dis- 
tilled water, and then dilute the solution to the volume 
of 500 cubic centimetres. This solution should have a 
strength such that one cubic centimetre is sufficient to 
oxidize about 5 milligrammes of metallic Iron. But the 
exact strength of the solution must be determined by 
standardizing it by means of a weighed amount of pure 
Iron in the ferrous form. 

The Standardizing. — Weigh accurately 2.5 grammes 
of Ammonio-ferrous sulphate; dissolve it in a small 
amount of water and dilute the solution to the volume of 
500 cubic centimetres. 

Take 100 cubic centimetres of this Ferrous solution, 
transfer it to a beaker, and to it add about 10 cubic cen- 
timetres of dilute Sulphuric acid. From a burette care- 
fully drop the Permanganate solution, little by little, into 
the Ferrous solution until the latter retains a slightly pink- 
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ish .tint. The pink color indicates that a slight excess of 
permanganate has been added, and that, of the total quan- 
tity employed, the principal portion has been decolorized 
as a result of its oxidizing work on the Ferrous salt. 
Thus the fact that this required work has been fully 
accomplished is proved by the colored, and hence unde- 
composed, condition of the slight excess of permanganate 
still seen in the solution. 

Repeat this operation four times, using 100 cubic cen- 
timetres of the Ferrous solution each time. 

K, Mn, 08+ 3 (H, SOJ = K, SO^+ 2 Mn SO^+ 3 H, O + 5 O. 

ioFeSO,+ 5 + 5H,SO,= 5[Fe,(SO,),] + 5H,0. 

The Calculation. — Note the number of cubic centi- 
metres of Permanganate so used. From an average of 
the good results estimate the value in Iron of each cubic 
centimetre of the Permanganate solution. 

The Process. 

The Weighing. — Weigh 5 grammes of Ammonio- 
ferric alum for testing. 

The Dissolving. — Dissolve the weighed salt in water 
— adding some sulphuric acid if necessary — and make the 
solution up to the volume of 500 cubic centimetres. 

The Reducing. — Into three separate beakers, measure 
portions of the solution, 100 cubic centimetres to each. 
Next reduce the iron in each solution to the Ferrous form. 
To accomplish this reduction add to each portion of the 
solution about 50 cubic centimetres of dilute Sulphuric 
acid and then a fragment of platinum foil or a platinum 
dish, and in contact with the foil a piece of pure but 
amalgamated zinc.^* Rapid evolution of hydrogen ensues, 
and the liquid soon becomes colorless. 

Zn + H, SO^ = Zn SO^ + H,. 
Fe, (SO,), + H,= 2 Fe SO, + H, SO^ 
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The end of the operation must be judged by testing a sin- 
gle drop of the solution, upon a piece of white porcelain, with 

a drop of Potassium f erro- 
cyanide(K|FeCy«). When 
all the iron is changed 
to the ferrous form, this 
test fails to yield Prussian 
blue (FelFcjCyis).* It is 
also advisable to test the 
solution with Potassium 
sulphocyanate (K S Cy). 

When the reduction is 
judged to be complete, 
carefully withdraw the zinc 
and platinum. 

The Titration.— Pro- 
ceed to test separately each 
of the three solutions that 
have been reduced, making 
the tests by dropping in 
permanganate solution 
until the pink color ap- 
pears. 
The Calcu- 
% lation.— Mul- 
tiply the num- 
ber of cubic 
centimetres 
of permanga- 

FiG. 31.— Burettes for Volumetric Estimation of Iron. nate SOlutioU 

used, into the value of one cubic centimetre of it expressed 




*Appleton'8 QualUative Analysis, pp. 36 and 38. 
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in iron, and thus estimate the amount of iron in the sub- 
stance tested. 

Notes. 

79. Platinum and amalgamated zinc give rise to a gal- 
vanic action (see page 107) ; by reason of this action hydro- 
gen is given off with great freedom. The zinc in excess 
should hold together so that it may be finally withdrawn 
as a whole, and thus save the annoyance caused by frag- 
ments of zinc ; if such fragments appear in the solution, 
they must be dissolved. In dissolving, there is danger 
either of oxidizing the reduced iron or else of leaving 
some fragments of zinc ; these latter reduce the perman- 
ganate, and so give results that are too high. 

80. The use of hydrochloric acid in large quantity is 
not admissible in this process ; in concentrated solutions 
hydrochloric acid reduces the Permanganic acid, and 
thus erroneously gets counted as Iron. 

K^n, Og-h 16 H Cl = 2 K Cl+2 Mn Cl,+8 H, O + :o CI. 

81. By the action of Permanganate on Ferrous solutions 
a brown precipitate of Manganese dioxide is sometimes 
formed ; an excess of Sulphuric acid dissolves this pre- 
cipitate. 

K, Mn, ©8+4 H, SO^-f 6 Fe SO^= 

2 Mn 0^+3 Fe, (804),+ K, SO4+4 H, O. 
Mn 0, + H, SO^zrrMn SO^ + H, O + O. 

82. The permanganate must be added at a tolerably 
rapid rate. At the end of the process the pink color 
formed disappears of itself; hence the last stages of the 
operation must not proceed too slowly, for thus the 
permanganate might be added indefinitely without pro- 
ducing a permanent pink color. 
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TWENTIETH BXEBCISE^IBOK. 

{The Stannous Chloride Test.) 





Data. 






Molecular Weight. 


Per Cent. 


Fe 


55-9 


14.278 


O 


l6. 


4.087 


SO, 


799 


20.409 


(NH,), 


36. 


9.19s 


O 


16. 


4.087 


SO, 


79.9 


20.409 


6H,0 


107.8 


27.535 




391.5 


100.000 



The Compound Tested. 

This is Ammonio-ferrous sulphate (NH4)2 SO^ +Fe SO4 
+ 6 H2O. This compound must be carefully distinguished 
from the Ammonio-ferric sulphate, Iron alum. (See pages 
47, 48.) 

Outline of the Ihrocess. 

{cC) Prepare the standard solutions required. Make a 
tabular statement, showing how many milligrammes of 
metallic Iron is represented by one cubic centimetre of 
each of the standard solutions used. 

{B) Oxidize the Iron to be tested to the ferric form ; 
then heat the solution to boiling. 

{c) Into the hot solution, which has a deep yellow 
color, draw a slight excess of standard Stannous chloride 
solution from a burette. 
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{d\ Cool the colorless solution produced by (r), and 
add a few cubic centimetres of Starch liquor. 

{e) By means of the solution of iodine estimate the 
excess of Tin solution added. 

(/) Make the necessary calculations. 

The Stcmdanrd Solutions. 

Prepare solutions as follows : 

1. The Ferric Solution. — This is a standard solution 
of Ammonio-ferric sulphate, Iron alum, (NH4)2 SO4 + 
Fej (804)3 + 24 H2 O. Dissolve 10.757 grammes of the 
crystallized salt®* in a small amount of hot water, adding 
a little hydrochloric acid if necessary ; dilute the solu- 
tion to the volume of 250 cubic centimetres. One cubic 
centimetre of this solution contains the equivalent of 5 
milligrammes of metallic iron.® 

2. The Stannous Solution. — This is a solution of 
Stannous chloride,^ Tin crystals (Sn Clj + 2 Hj O). Dis- 
solve about 5 grammes of the crystals in pure hydro- 
chloric acid f dilute the solution to the volume of I litre. 

3. The Iodine Solution. — Weigh®* about 500 milli- 
grammes of the purified Iodine '^ dissolve it in water by 
aid of a few crystals of Potassium iodide; dilute the solu- 
tion to the volume of 250 cubic centimetres. 

4. A Thin Paste of Starch. — Prepare this by soften- 
ing about 3 grammes of Starch in 100 cubic centimetres 
of boiling water ; allow the mixture to cool. 

The Value of the Iodine Solution. 

Determine the relation between the Tin solution and 
the Iodine solution. Proceed as follows : Draw from a 
burette, into a clean casserole or beaker, 10 cubic centi- 
metres of the Tin solution ; add 5 cubic centimetres of 
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the Starch paste ; into the mixture draw Iodine solution 
from another burette until the blue color produced 
remains permanent after stirring. From the number of 
cubic centimetres of Iodine solution used the value of 
one cubic centimetre of it, in terms of the Tin solution, 
may be calculated. 

SnCl, + I,+ 2HCl = SnCl4 + 2HI. 

The Value of the Sta/nnous Solution. 

Take 20 cubic centimetres of the standard Ferric solu- 
tion (prepared as above, page 123) ; place them in a casse- 
role with 20 cubic centimetres of pure concentrated hy- 
drochloric acid, and boil ; while the solution is boiling,^ 
run in, from a burette, the Stannous chloride solution until 
the yellow color of the Iron solution is wholly destroyed. 

Fe,(SO^), + Sn CI, + 2 H CI = 2 Fe SO4 + Sn Cl^ + H, SO4. 

Place the casserole, with its contents, in a basin of cold 
water to cool. When cold,^ add 5 cubic centimetres of 
the Starch paste, and run in the Iodine solution until the 
blue color is produced. 

Knowing the value of the Iodine solution in terms of 
the Tin solution, the exact number of cubic centimetres 
of the Tin solution required for 20 cubic centimetres of 
the Ferric solution may be calculated. 

Repeat the operation with three different portions, of 
20 cubic centimetres each, of the Ferric solution. 

From the average number of cubic centimetres of the 
Tin solution used find the value of one cubic centimetre 
of the Tin solution in terms of Iron solution, and from 
that, by calculation, its value in terms of metallic Iron. 
Work out the necessary figures for filling the blanks in 
the following table : 
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Ite&alts of Standardizing. 

10 c. c. Sn CI, solution = . . . . c. c. Iodine solution. 

. . c. c. Sn CI, solution = i c. c. Iodine solution. 



20 c. c. Iron solution = . . . . c. c. Sn CI, solution. 

Subtract . . . . c. c. Sn CI, solution, 

the equivalent 

of c. c. 

Iodine solution 
run back. 



20 c. c. Iron solution = «^/ . . . c. c. Sn CI, solution. 

SUMMARY. 

but 20 c. c. Iron solution = 100 milligrammes of Iron. 

hence i c. c. Sn CI, solution = . . . milligrammes of Iron. 

I c. c. Iodine solution = . . . milligrammes of Iron. 

The Process. 

The Weighing. — Weigh 2.500 grammes of Ammonio- 
ferrous sulphate, (NHJ, SO4 + Fe SO4 + 6 H, O. 

The Dissolving. — Dissolve the salt in water; add 
pure concentrated hydrochloric acid and a very few 
crystals of Potassium chlorate (KClOj). For this pur- 
pose weigh about lOO milligrammes of the chlorate and 
add it — crystal by crystal as needed — to the Iron solu- 
tion until the latter is oxidized.^ 

Boil the solution for some time, in order both to help 
oxidize the iron from the ferrous to the ferric form and 
to expel oxides of chlorine. 

3Fe S04 + FeCl,+ 3 KC10,+ ioHCl = 

Fe,(SO,)3 + Fe,Cle + Cl,0,4-3KCl + 5H,0 + Cl,. 

Dilute the solution to the volume of 500 cubic centi- 
metres. 
II* 
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The Titration. — Place in a casserole lOO cubic centi- 
metres of this ferric solution ; add 20 cubic centimetres of 
pure concentrated hydrochloric acid, and boil the whole. 
While boiling, run in the Tin solution from a burette until 
the Iron solution becomes colorless. Now cool the col- 
orless solution; when it is cold, estimate the excess of 
Tin solution as follows : 

Add to the colorless solution 5 cubic centimetres of 
Starch paste ; then draw from a burette the Iodine solu- 
tion, drop by drop, until the blue color of Iodine and 
Starch appears. 

Repeat the operations with three different portions of 
the Iron solution to be tested. 

The Calculation. — Find, as above directed, the aver- 
age number of cubic centimetres of the Tin solution 
actually needed for the Iron. Knowing the value of i 
cubic centimetre of the Tin solution in terms of metallic 
Iron (see page 125), the number of milligrammes of metal- 
lic Iron in 100 cubic centimetres of the Iron solution tested 
may be obtained by a simple multiplication ; by an easy 
calculation the percentage amount may be found. 

Notes. 

83. The strength of the standard Iron alum solution 
should be such that one cubic centimetre contains 5 mil- 
ligrammes of metallic iron. The amount of the crystal- 
lized salt needed to furnish this amount of iron in a solu- 
tion of 250 cubic centimetres is found by the following 
proportion : 



Molecular weight 


Molecular weight 


Grammes 


Grammes 


of Iron : 


of Iron alum : : 


of Iron 


of Iron alum 


1 1 1.8 


962.4 


1.250 


10.761 
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84. Iodine is constantly evolving vapors which corrode 
the metal work of the balances. The weighing should 
therefore be quickly performed and the balance-case 
aired afterwards. 

86. Pure Iodine is not absolutely necessary in this 
analysis. Iodine may be purified, when desired, as fol- 
lows: 

Take about 3 grammes of Iodine, rub it in a mortar 
with a few crystals of Potassium iodide (KI). Place the 
mixture between two watch-glasses, and gently heat so 
as to vaporize the Iodine. Allow the glasses to cool, 
and when cold, scrape off the resublimed Iodine from the 
upper glass. The Potassium iodide purifies the Iodine from 
chlorine and bromine. 

KI + C1 = KC1-|-I. 
KI + Br=KBr + I. 

86. Heat destroys the blue color of the Iodide of 
starch, hence the solution must be cooled before adding 
the iodine. 

87. When Tin crystals are added to water, there some- 
times appears a basic salt of Tin, which is almost com- 
pletely insoluble in water and difficultly soluble even in 
dilute hydrochloric acid. The formation of this salt is 
prevented by dissolving the Tin crystals at once in boil- 
ing pure concentrated hydrochloric acid and afterward 
diluting the solution with warm water. 

88. The Iron solution must be at or near the boiling 
point while adding the Tin solution, otherwise the reac- 
tion is not energetic and complete. 

89. It must be remembered that the Tin solution is 
not permanent, consequently it must be tested afresh from 
time to time. 
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90. To ascertain that all the iron is oxidized to the 
ferric form, it is sufficient to show that ferrous iron is no 
longer present. For this purpose test the liquid by 
placing a drop of it in a drop of solution of Potassium fer- 
ricyanide ; no blue color should appear, for the reagent 
gives only a brown color with ferric salts, while it gives 
a deep blue precipitate (a variety of Prussian blue) with 
ferrous salts. But the solution of Potassium ferricyanide 
must be freshly prepared, as it decomposes upon keeping. 
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TWENTY-FIRST BXERCISE—LEAn. 





Data. 






Molecular Weight. 


/'^r On/. 


Pb 


206.5 


62.519 





i6. 


4.844 


N. 


28. 


8.477 


Os 


_79..8 


24.160 




330.3 


100.000 


Pb 


206.5 


68.287 





i6. 


5.291 


SO3 


79.9 


26.422 




302.4 


100.000 



The Compati/nd Tested. 

This is crystallized Lead nitrate, Pb (N08)2. 

Outline of the Process. 

Precipitate the lead by addition of dilute Sulphuric 
acid, in presence of Ethyl alcohol (C3 Hg OH), as Lead 
sulphate (Pb SO4). Weigh the latter compound on a 
balanced filter. 

The Process. 

The Weighing — Weigh one gramme of Lead nitrate, 
Pb (NOa),. 

The Dissolving. — Dissolve the weighed salt in a small 
amount of distilled water. 

The Precipitation To the solution add a slight 

excess of dilute Sulphuric acid. A white precipitate of 
Lead sulphate (Pb SO4) appears. 

Pb (NOs), + Hj SO4 = Pb SO4 + 2 H NO,. 
I 
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Now add an amount of Ethyl alcohol, (C, H^ OH), 
equal in bulk to the present volume of the solution.'^ 

The Filtration. — When the precipitate has completely- 
subsided, decant the clear liquid upon a balanced filter.' 
Wash the precipitate thoroughly with Spirit of wine,*" 
and finally transfer it to the filter. Save the filtrate, and 
if clear, pass it through the counterbalancing filter, finally 
washing the latter with a little more Spirit of wine. 

The Weighing. — Dry both filters. Find the weight 
of the Lead sulphate by placing on one balance-pan the 
filter containing the precipitate, and upon the other 
pan the counterbalancing filter, together with a sufficient 
quantity of weights. 

Notes. 

91. Lead sulphate is slightly soluble in pure water, but 
considerably less so in water containing Sulphuric acid ; 
but concentrated Sulphuric acid dissolves it. 

In alcohol, Lead sulphate is almost completely in- 
soluble. Presence of Nitric or of Hydrochloric acids 
increases its solubility. 

Ammonium salts, especially Nitrate, Acetate, and Tar- 
trate, readily dissolve Lead sulphate. 

92. Spirit of wine is 80 per cent. Alcohol. It may be 
prepared by adding to strong alcohol about one-fourth 
its volume of water. 

93. Thorough washing is necessary, since, if any free 
Sulphuric acid remains in the filter-papers, it concentrates 
upon drying and chars the paper. 
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TWEKTT'SECONB EXEBCISE-LEAD. 

(Method foe Galena.) 





Data. 






MoUcular Weight, 


Per Cent. 


Pb 
S 

Pb 



SO, 


206.5 

32. 
238.5 

206.5 

16. 

799 
302.4 


86.583 

'3.417 
100.000 

68.287 

5.291 

26.422 

100.000 



The Cinnpawnd Tested. 

This is Galena, natural Lead sulphide (Pb S). It 
occurs in Nature in cubically crystalline masses, which 
are sometimes free from all impurity. 

Outline of the Process. 

(a) By means of fuming Nitric acid (page 56), oxi- 
dize the Lead sulphide (Pb S) into Lead sulphate 
(Pb SO4). Weigh the insoluble oxidized product upon a 
balanced filter. 

(6) Digest the weighed product in Ammonium acetate 
solution ; this dissolves Lead sulphate. 

(c) Weigh the insoluble matter, and find the amount 
of Lead sulphate by difference. 
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The Process. 

The Weighing. — Weigh about one gramme of the 
very finely pulverized ore. 

The Oxidizing. — Place the weighed portion in a dry 
beaker, add a few cubic centimetres of fuming Nitric 
acid, and cover the beaker with a large watch-glass. 
After allowing the reaction to go on in the cold for a few 
minutes, gently warm the solution. 

3PbS-f i6HNO,=: 

Pb SO^-f 2 [Pb (NO,),] 4-2 S + 6 N, 0^ + 8 H,0. 

The Precipitation. — When the reaction seems to be 
complete, add a little dilute Sulphuric acid ;* then care- 
fully evaporate the whole to dryness. If the operation is 
properly performed, no globules of free Sulphur will ap- 
pear at this stage. 

Treat the cooled, evaporated residue with dilute Sul- 
phuric acid and a little water, and then add some Spirit 
of wine. 

The Filtration. — Filter on a balanced filter, dry and 
weigh as directed on page 130. 

The Gangue. — After the weight of the precipitate is 
taken, carefully remove the latter from its paper and 
digest it in Ammonium acetate, •* (NH4) O (Ca H, O). 
The Lead sulphate will be dissolved by this treatment. 
Filter ; the gangue (Silica, Si O2, etc.,) will be left upon 
the filter. Wash with hot water, dry, and ignite. 

The Calculation. — Subtract the weight of gangue 
from the combined weight of Lead sulphate and gangue 
previously obtained ; from the difference estimate the 
amount of lead. 
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Ifotes. 

94. Ordinarily, Galena contains some gangue and also 
a trace of silver ; those samples that are distinctly crys- 
tallized usually contain less silver. 

95. Fuming Nitric acid" oxidizes most of the Lead 
sulphide into Lead sulphate, but a little Lead nitrate 
Pb (N08)a, is formed. The Sulphuric acid is added for 
the purpose of changing this Nitrate into the Sulphate. 

96. To prepare Ammonium acetate, take a suitable 
quantity of Ammonium hydroxide, and to it add just 
sufficient Acetic acid to afford acid reaction. Then add 
more Ammonium hydroxide, sufficient to produce de- 
cided alkaline reaction. 
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TWEHTT-THIBD JEXEBCISB—MAGlfESIUM. 



DOita. 



Molecular Wtight. Per Cent. 



Mg 

O 

SO, 

7H,0 



Mg, 



24. 


9.772 


16. 


6.515 


79.9 


32.533 


1257 


51. 181 


245.6 


100.001 


47.9 


21.625 


319 


14.402 


61.9 


27.946 


79.8 


36.027 


221.5 


100.000 



The Compound Tested. 

This is crystallized Magnesium sulphate, Epsom salts, 
(MgS04 + 7H,0). 

Outline of the Process. 

Precipitate the Magnesium as Ammonio-magnesium 
phosphate (NH4) Mg (PO4). Afterward heat the precip- 
itate to redness. Weigh the substance as . Magnesium 
pyro-phosphate (Mg2 P2 O7). 

The Process. 

The Weighing. — Weigh one gramme of crystallized 
Magnesium sulphate (Mg SO4 + 7 Ha O). 

The Dissolving. — Dissolve the weighed salt in water 
and add a few drops of Hydrochloric acid. Add a small 
quantity of a solution of Ammonium chloride (NH4) CI, and 
then Ammonium hydroxide (NH4 OH), to alkaline reaction. 
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The Precipitation. — To the Magnesium solution add 
a slight excess of a solution of Hydro di-sodium phosphate 
(H Na^ POJ. 

Mg SO^ + (NHJ OH -I- H Na, P04 = 

(NH,) Mg PO4 -f Na, SO^ + H, O. 

Stir the solution, taking care not to allow the glass rod 
to touch the sides of the beaker, otherwise lines of crys- 
tals not easily detached are apt to be formed. Allow the 
precipitate to stand for from twelve to twenty-four hours. 

The Filtration. — Transfer the clear liquid to a filter ; 
wash the precipitate by decantation with a solution of 
three parts water and one part Ammonium hydroxide. •^ 
Finally place the precipitate on the filter. 

The Burning. — After drying ignite the precipitate in 
a platinum crucible, burning the paper first. After 
heating for some time over the ordinary lamp, heat the 
precipitate for a few minutes with the blast-lamp.*® The 
precipitate, which consisted of Ammonio-magnesium phos- 
phate, (NH4) MgP04, is changed by the ignition into 
Magnesium pyro-phosphate (Mg2P207), and is weighed 
as such. 

2 [(N H4) Mg P O4] heated = Mga Pa O, + 2 NHs + Ha O. 

Notes. 

97. The precipitate of Ammonio-magnesium phosphate 
is somewhat soluble in water, but less so in presence of 
Ammonium salts. The ctystaUt^ed predpitBie has, before 
drying, the formula, 

(NH4) MgP04 + 6HaO. 

98. If the Pyro-phosphate fuses in the crucible, it 
may be removed by fusing it afterward with a mixture of 
Sodium and Potassium carbonates, followed, after cool- 
ing, by digestion in water. With respect to the care of 
platinum vessels, see page 74. 
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TWENTY'FOUBTH EXEJRCISE—MEBGUJRT. 



Data. 



Molecular W^ght, Per Cent. 



Hg 199.7 73854 

CI, _707 26.146 

270.4 100.000 

Hg 1997 86.189 

S _32^ 13.81 1 

231.7 100.000 

Th^ Compound Tested. 

This is Mercuric chloride, Corrosive sublimate (Hg Clg). 

Outline of the Process. 

Precipitate the Mercury as Mercuric sulphide (Hg S). 
Dry the sulphide at 212° F., and weigh it. 

Uie Process. 

The Weighing. — Weigh one gramme of the Mercuric 
chloride. 

The Dissolving. — Dissolve the weighed salt in water 
acidulated with hydrochloric acid ; then dilute consider- 
ably^^ with water. 

The Precipitation.— Pass a stream of hydrosulphuric acid 
gas through the solution until precipitation is complete. 
Hg Cl,4-H, S = Hg S-f 2 H CI. 

Allow the solution to stand a few minutes for the pre- 
cipitate to subside. 

The Filtration. — Pass the clear liquid through a bal- 
anced filter; then transfer the precipitate to the same; 
quickly wash with cold water. 
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The Drying. — Dry the precipitate at 212° F., and 
weigh it. 

If, from any cause, (presence of Ferric oxide, free Chlo- 
rine, or the like,) the precipitate should contain free sul- 




Fai. j2.— I^IsposLCici] of App^Li^tus for Precipitation of Mercuric Sulphide. 



phur, this sulphur may be removed by passing a little 
Carbon disulphide through the filter containing the 
dried precipitate. 

Ifote. 

100. From a solution of Mercuric chloride, containing 
much free hydrochloric acid, the whole of the metal 
cannot be precipitated as sulphide by means of Sulphu- 
retted hydrogen — until the solution is properly diluted. 
If the experiment is made with concentrated SQ\yi\AoviSy^^ 
precipitate may contain Mercurous chloride (Hgg Clg) 
and free sulphur, as well as variable mixtures of Mer- 
curic chloride and Mercuric sulphide. 
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Twenty-fifth MxEBCiSB-'iticKEM^ 
(By Blectroltsis.) 





Data. 






Molecular Weight. 


Per Cent, 


Ni 



SO, 

(NH,). 



SO3 

6H,0 


57-9 
16. 

79-9 

36. 

16. 

79.9 
167.8 

393.5 


14.714 
4.066 

20.305 
9.148 
4.066 

20.305 

27.395 
99.999 



The Compound Tested. 

The substance tested is the double Sulphate of Nickel 
and Ammonia, also called Ammonio-nickelous sulphate, 
(NH4)2 SO4 + Ni SO4 + 6 H2 O. 

Outli/ne of the Process. 

Prepare two cups of Grove's battery ;" by their aid de- 
posit the nickel, in the metallic form, in a platinum dish. 
The dish serves not only as a receptacle for the solution 
to be tested, it is also the negative electrode of the bat- 
tery ; hence it is connected (by a copper wire) with the 
zinc end of the battery. 

It should be the invariable rule to have the battery in 
the best of running order before beginning to plate. 
With this in mind, observe carefully the directions given 
here and at pages 105 and 106. 
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The battery. 

{a) Provide the battery acids. (See page 105.) 

(b) Amalgamate the zincs. 

{c) Soak the porous cups. 

{d) File the connections. 

(e) Set up the battery. (See page 106.) 

The Process. 

The Weighing and Dissolving. — Prepare the platinum 
dishes that are to receive the deposited metal. Weigh 
into the weighed platinum dish about one gramme of 
the double Sulphate of Nickel and Ammonium. Dissolve 
the salt in the dish in about 1 5 cubic centimetres of water, 
and add sufficient Ammonium hydroxide to produce strong 
alkaline reaction. 




Fig. 33. — Disposition of Apparatus for the Electrolytic Deposition of Nickel. 

The Plating. — Place the platinum dish upon the end 
of the wire attached to the zinc end of the battery; 
the wire should be wound into a flat coil for this pur- 
pose. Above suspend a platinum electrode,®'^ attached 
to the other end of the battery, so that it dips into 
the nickel solution. Deposition of the metal should 
commence at once. Continue the plating until all the 
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nickel has been deposited. We may judge this stage 
to be reached when the solution — ^being still distinctly 
alkaline — has entirely lost its blue color. This should 
require about two hours, but the process may continue for 
three or four hours without injury to the analysis. The 
deposited nickel should be bright and coherent. Wash 
the deposited metal carefully but thoroughly by repeat- 
edly pouring small portions of hot water upon it. Dry 
it in a water-bath, and then weigh it. 

Care of the Apparatus. 

Clean the Battery. — Pour away the acids used, and 
after washing the various parts of the apparatus, set them 
in place and fill them with water ; leave the battery in 
this condition. 

Clean the Platinum Dish.--Warm some Nitric acid 
in it, and afterward thoroughly wash it with water. 

Note. 

101. Give a careful consideration to the notes on pages 
107, 108, and 109, but observe in connection with note 68 
that Nickel deposits better in a solution made alkaline 
with Ammonia. 
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twentt'sixth bxebcise— nickel. 
{The Oxibe Method.) 





Data. 






Molecular might. 


Per Cent. 


Ni 



57.9 
16. 


14.714 
4.066 


SO3 

(NHJ, 



79.9 

36. 

16. 


20.305 
9.148 
4.066 


SO3 
6 HP 


79.9 
108. 


20.305 
27.395 




393-7 


99.999 


Ni 



57.9 
16. 

73.9 


78.349 

21.651 

100.000 



The Campoti/nd Tested. 

The substance tested is the double Sulphate of Ammo- 
nia and Nickel, also called Ammonio-nickelous sulphate, 
(NH,)2 SO, + Ni SO4 + 6 H2 O. 

Outline of the Frocess. 

Precipitate the nickel as Nickelous hydrate (Ni O2 Hg). 
Oxidize this compound to Nickel ic hydrate (Nij Og Hg) 
by means of Bromine water. Change the Nickelic hy- 
drate by ignition to the Nickelous oxide (Ni O), and 
weigh it as such. 

!Die Frocess. 

The Weighing. — Weigh one gramme of Ammonio- 
nickelous sulphate, (NHJg SO,+ Ni SO4 + 6 Hg O. 
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The Dissolving. — Dissolve the weighed salt in water. 

The Precipitating. — ^To the solution add a slight ex^ 
cess of Sodium hydroxide, and boil. The Nickel is pre- 
cipitated as Nickelous hydroxide (Ni Oa Ha). 
[Ni SO^-f (NHJ, SO^-f 6 H, O] +4 Na OH = 

Ni O, H, + 2 Na, SO^ + 2 NH, + 2 H, O + 6 H, O. 

After boiling for some time to expel all the Ammonia, 
carry the solution to the hood and there add a little Bro- 
mine water and again boil. The Bromine oxidizes the 
light green Nickelous hydroxide into the black Nickelic 
hydroxide (Nia H. O,).^^ 

2 Ni 0,H,-f 2 Br + 2 H,0 = Ni,H,0e + 2 H Br. 

After thorough boiling, allow the precipitate to subside. 

The Filtration. — Decant the clear liquid upon a filter ; 
boil the precipitate again with more water. After wash- 
ing by decantation several times, transfer the precipitate 
to the filter and again wash thoroughly with boiling 
water.^^ 

The Burning. — Dry; burn the filter first, then the pre- 
cipitate ; after heating strongly for a few minutes, weigh 
as Nickelous oxide (Ni O). 

Ni, H, Oe heated^ 2 Ni O + 3 H, O -f- O. 

Ifotes. 

102. Two advantages arise from the oxidizing of the 
Nickelous hydroxide into the Nickelic hydroxide : owing to 
the darker color of the latter, there is less danger that 
small particles of it will escape the attention of the ana- 
lyst; again, owing to its more granular structure, it is 
easier washed. 

103. Thorough washing is necessary to remove the 
excess of Sodium salts which adhere to the precipitate 
with great tenacity. 
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TWENTT'SEVENTH MXERCISE-NlTBOGEN. 
(DISTILLATION METHOD.) 



Data. 



Molecular Weight. Per Cent, 



N 14. 26.217 

H^ 4. 7.491 

CI 35-4 66.292 

53.4 lOO.OCX) 

N, 28. 6.326 

(HJ, 8. 1.808 

Pt 194.4 43922 

Clg 212.2 47. 944 

442.6 100.000 

The Compound Tested. 

The substance tested is Ammonium chloride, Sal- 
ammoniac, (NH4) CI. 

Outline of the Process. 

Decompose the Ammonium salt by Sodium hydroxide 
in a retort or other suitable apparatus. Distil the mixture 
collecting the distillate in dilute Hydrochloric acid. 

Evaporate to dryness the solution thus obtained and 
weigh the Ammonium chloride left. 

The Process. 

The Weighing. — Weigh one gramme of Ammonium 
chloride, (NH4) CI. 
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The Apparatus. — Place the weighed salt in a retort, 
the neck of which passes into a flask containing an ex- 
cess of pure dilute hydrochloric acid. Suspend the retort 
in such a manner that the end of the neck will dip just 
beneath the surface of the liquid in the flask. Introduce 
into the retort, through the tubulature, sufficient water to 
dissolve the Ammonium chloride ; add now a slight excess 
of Sodium hydroxide (Na OH). 




Fig. 34.— Arrangement of Apparatus for Distillation. 

The Distillation. — Close the retort and gently heat it. 
The Sodium hydroxide reacts upon the Ammonium chlo- 
ride according to the following equation : 

(NH4) Cl + Na OH = NHs + Ha O + Na CI. 

The Ammonia gas formed distils over and is absorbed 
by the Hydrochloric acid in the flask. 

NH,-f HC1=(NH4)C1. 

The Evaporation. — When all the Ammonia gas has 
passed over, remove the flask; wash the neck of the retort 
with distilled water, so that the washings pass into the 
flask. Transfer the solution of Ammonium chloride to a 
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small weighed beaker and evaporate to dryness on a 
water-bath. Dry at 212° F. until the weight of the resi- 
due remains constant. From the weight of Ammonium 
chloride calculate the weight of Nitrogen. 

Notes. 

104, Ammonium compounds may be tested by means 
of solution of Platinic chloride (or Hydrochloroplatinic 
acid) and by a method similar in almost all respects to 
that employed with Potassium. (See description at page 
I53-) 

The solution of the Ammonium salt is evaporated on a 
water bath with an excess of Platinic chloride (Pt CI4) (or 
Hydrochloroplatinic acid, Hg Pt Clg). The nitrogen is 
precipitated in the form of Ammonioplatinic chloride 
(NHJ2 Pt Clg. This substance, after evaporation, etc., is 
weighed. This process is applicable with greatest advan- 
tage to those substances which contain Ammonium in 
the form of chloride. 

When Ammonium salts other than the chloride are to 
be tested, if they can be changed to chloride by evapora- 
tion to dryness with hydrochloric acid, this should be 
done. The chloride so produced may then be dissolved in 
water and tested with Platinic chloride as just suggested. 

This Platinum method may also be advantageously 
applied, as a confirmatory test, to the solution of Am- 
monium chloride obtained by the distillation method de- 
scribed in the foregoing Exercise. 
13 K 
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TWENTT-'EIGHTH BXEBCISE-^ITtTBOQEN. 
(FELOUZE'S METHOD MOBIFIEn.) 



Data. 



Molecular Weight Per Cent, 



K 39. 38.652 

N 14. 13.875 

Oj 47.9 47-473 

100.9 100.000 

K, 78. 38.652 

o 16. 7.929 

N. 28. 13.875 

O5 79-8 39.544 

201.8 100.000 

The Com/pound Tested. 

This is Potassium nitrate (K NO,). The process is appli- 
cable to any nitrate that yields Nitric acid, and no other 
oxidizing agent, by boiling with Hydrochloric acid in 
presence of Ferrous chloride. 

Outline of the Frocesa. 

{a) Prepare a solution of Ferrous chloride containing 
a known amount of iron. 

{b) To this Ferrous solution add the compound to 
be tested under such conditions as will force the nitro- 
gen compound to exert its fiill oxidizing power upon the 
iron. 
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(c) By meajs of a standard solution of Stannous chlo- 
ride estimate the amount of Ferric salt formed, and thence, 
by calculation (based on the reaction on page 149), deter- 
mine the amount of the Nitrogen compound that accom- 
plished the oxidation. 

(^') Instead of the treatment described in {c), the ana- 
lyst may determine by means of standard solutions the 
amount of iron unoxidized. Since the amount of Iron first 
taken is accurately known, the amount oxidized may be 
learned by subtraction; thence by calculation, as sug- 
gested in (c\ the amount of Nitrogen compound may be 
estimated. 




Fig. 35. — ^Arrangement of Apparatus for the Modified Pelouze's Process. 

TTfie Appa/tatu8 Used. 

First. A generator of Carbon dioxide.^^^ 
This consists of a large Woulff's bottle having two 
necks. One neck is for the introduction of hydro- 
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chloric acid to liberate the Carbon dioxide from marble 
(Ca COj). A relatively large amount of marble should 
be used. (See page 79.) 

Ca COj+2 H Cl==CO,+ Ca Clj+H,0. 

The other neck of the WoulfF's bottle is supplied 
with a washing-tube provided with moist fragments of 
sponge. 

Second. A tubulated retort. 

At the tubulation there is a glass tube projecting about 
one inch into the retort ; this tube is connected^ air-tight^ 
with the supply of Carbon dioxide. The neck of the 
retort should incline upward. 

Third. A small beaker containing water.^^ A glass 
tube, connected air-tight with the neck of the retort, dips 
into the water in this beaker. 

The ^Process. 

The Weighing. — ^Weigh accurately about 1.5 grammes 
of fine piano-forte wire. This is to be used in preparation 
of the Ferrous solution. 

Weigh accurately, in a short test-tube, about 400 milli- 
grammes of pure Potassium nitrate This is the substance 
to be tested. 

Carefully preserve the substances weighed until the ap- 
paratus is ready for them. 

The Ferrous Solution. — ^Adjust the apparatus alreacty 
described, as shown in Fig. 35. 

Pour into the retort about 25 to 30 cubic centimetres of 
pure concentrated hydrochloric acid ; connect the retort 
with the Carbon dioxide generator; pass a steady flow of 
the gas into the retort to completely expel the air. In- 
troduce the weighed iron wire into the retort through the 
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neck, and gently warm the whole until the iron wire is 
completely dissolved. 

Fe + 2 H Cl=Fe Clj+H^ 

Introduction of the Nitrate. — ^At this stage increase 
the flow of Carbon dioxide and introduce the nitrate — 
contained in the small test-tube — through the neck of 
the retort Place a water-bath under the retort and digest 
the contents of the retort for about a quarter of an hour. 
6 Fe Cl,+2 K NO,+ 8 H Cl = 3 Fc^ Cl«+N, 0,+ 2 K CI+4 H, O. 

Withdraw the water-bath and raise the heat to boiling. 
Keep the retort at this temperature until the Nitrogen 
dioxide (Ng Og) is completely expelled ; when this point 
is reached, the solution in the retort, though of a deep 
yellow or red color, is clear. 

The Titration. — Remove the iron solution to a casse- 
role and estimate the amount of iron oxidized. Accom- 
plish this by means of a standard solution of Stannous 
chloride, and according to the directions given at pages 
122-128, and in paragraph (c) on page 147. From the 
amount of Ferric compound found estimate the amount 
of Nitrogen or Nitric acid, as required, being guided by 
the equation given above. 

Notes. 

106. If the Nitrogen compound to be tested is in the 
form of a liquid, it may be introduced into the retort, 
through the tubulature, by means of a funnel. 

106, The purpose of Carbon dioxide is to replace the 
air in the apparatus. If the oxygen of the air is allowed 
in presence of hot Ferrous chloride, it produces Ferric 
chloride, and thus leads us to infer the presence of too 
large an amount of Nitric add. 
13* 
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107. The purpose of the water-beaker is twofold. It 
prevents the entrance of the oxygen of the air at that end 
of the apparatus. It also absorbs the hydrochloric acid 
gas expelled by the boiling. 

108. After the Nitrogen compound has oxidized the 
iron and the iron solution has been cooled in the stream 
of Carbon dioxide, the amount of iron unoxidized may be 
estimated. 

For this purpose Penny's process may be employed. 
This involves a standard solution of Potassium dichromate 
of such strength that one cubic centimetre corresponds to 
lo milligrammes of metallic iron. The solution of Di- 
chromate is drawn from a burette, little by little, into the 
Iron solution. The end of the reaction is recognized as 
the point at which the Iron solution ceases to give a blue 
precipitate, when a drop is added to a drop of a solution 
of Potassium ferricyanide upon a white porcelain plate. 
Of course the Ferricyanide used must be free from Ferro- 
cyanide. 



^e'^g^^S^^B^^ 
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rff Exebcise-Phosfhobus. 


Data. 






Molecular Weight, 


Per Cent, 


H 


I. 


.280 


Na, 


46. 


12.867 


P 


31. 


8.671 


0. 


63.9 


17.874 


12 H,0 


215.6 


60.308 




357.5 


100.000 


H, 


2. 


.280 





16. 


2.239 


2 Na, 


92. 


12.873 


0, 


31.9 


4.463 


Pa 


61.9 


8.661 


O5 


79.8 


11.166 


24H,0 


431.1 


60.319 




714.7 


lOO.OOI 


Mg, 


47.9 


21.625 


0. 


31.9 


14.402 


P. 


61.9 


27.946 


O5 


79.8 


36.027 




221.5 


100.000 



The Ctympound Tested. 

This is crystallized Hydro-disodium phosphate (H Naj 
P04+I2H,0). 

Outline of the Process. 

Precipitate the Phosphorus as Ammonio-magnesium 
phosphate. 
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By ignition change the precipitated compound into 
Magnesium pyro-phosphate, in which form it is to be 
weighed. 

The Process. 

The Weighing.— Weigh one gramme of the salt to be 
tested, in this case, Hydro-disodium phosphate. 

The Dissolving. — Dissolve the salt in water ; add a 
few cubic centimetres of a solution of Ammonium chloride. 

The Precipitation. — ^To the clear solution add a meas- 
ured amount of " Magnesia solution." (See p. 59.) The 
solution should be added from a burette, at the rate of 
about one drop per second. The beaker must be shaken 
all the time (not stirred with a rod). The amount used 
must represent a slight excess over the amount calcu- 
lated. Allow the whole to stand for a few minutes, and 
then add an amount of Ammonium hydroxide equal in 
bulk to one-third the volume of the solution. Allow the 
whole to stand for from twelve to twenty-four hours. 

The Filtration. — Pass the clear liquid through a filter; 
then, after washing by decantation and with water made 
alkaline with a small amount of Ammonium hydroxide, 
transfer the precipitate to the paper. 

The Burning. — Dry the precipitate ; separate the filter- 
paper and burn it in a platinum crucible ; add the precip- 
itate and ignite it, gently at first, afterward with the blast- 
lamp. 

2 (NH^ Mg POJ heated = Mgg Pg O^ -f 2 NHj + H, O. 

The Calculation. — Weigh as Magnesium pyro-phos- 
phate (Mga P2 O7). From the weight of this substance 
calculate the weight of Phosphorus.* 

* Compare Ezerdse on Magnesium, pp. 134, 135. 
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THIRTIETH EXERCISE— Potassium. 



Data. 



Molecular Weight. Per Cent. 



39- 


52.419 


354 


47.581 


74.4 


100.000 


78. 


16.096 


70.7 


14.589 


194.4 


40.116 


141.5 


29.199 


484.6 


100.000 



K 

CI 

CI, 
Pt 

CI4 



The Coiinpound Tested. 

This is Potassium chloride (K CI). 

Outline of the Process. 

Precipitate the Potassium as Potassio-platinic chloride 
(Kg Pt Clg), and weigh it as such. 

If the Potassium is not in the form of Potassium chloride, 
change it to this compound before precipitation. 

The Reagents. 

Platinum solution, — This should contain i gm. of me- 
tallic Platinum in 10 c. c. of solution. 

Ammonium chloride solution, — Place in a bottle 5000. c. 
water ; add 100 gms. Ammonium chloride ; shake until 
dissolved. Pulverize 5 or 10 gms. of Potassio platinic 
chloride; add to the solution of Ammonium chloride; 
shake at intervals for six or eight hours ; leave it over 
night ; filter the clear liquid for use. Keep the residue 
for preparation of a fresh supply. 

Sodium, chloride solution, — Dissolve 20 gms. pure 
Sodium chloride in water, and dilute to 1000 c. c. 
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The Process. 

The Weighing. — Weigh i gm. of Potassium chloride. 

The Dissolving. — Dissolve the weighed salt in about 
lO c. c. of water; wash the solution into a 2CX) c. c. flask ; 
dilute to the mark. From this solution draw, for each 
test, so c. c. (representing 250 milligrammes of K CI) 
and transfer this portion to a porcelain dish. 

The Precipitation. — To the solution add 5 c. c. of 
solution of Sodium chloride; then add an excess of 
Platinum solution (4 c. c.).^^ 

2 K Cl + Pt Cl^= K, Pt Clg. 
2 K C1 + H, Pt 01^ = K, Pt Clg + 2 H CI. 

Evaporate the solution to dryness on the water bath ; 
(do not have the water strongly boiling). 

To the residue add 10 c. c. water, and then strong alcohol. 

The Filtration, etc. 
— Prepare a balanced 
filter. Wash the pre- 
c i p i t a t e thoroughly 
with alcohol by decan- 
tation upon the filter. 
Continue the washing 
even after the filtrate 
is colorless. Then pass 
through the precipitate 
10 c. c. of the Ammo- 
nium chloride solution 
W prepared as directed ; 
(these 10 c. c. contain 
the bulk of the im- 

FiG. 36.— Water-bath Arrangement for Evaporating puriticS and arC tO bC 
the Solution to be Tested for Potassium. ^ 

thrown away.) Next 
add fresh portions of 10 c. c. each of Ammonium chloride 
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solution; repeat this washing five or six times. Then 
wash the filter thoroughly with pure alcohol. Dry the 
precipitate at 266° F. (130° C), and weigh as Potassio- 
platinic chloride (Kg Pt Clg). From the weight of this 
substance calculate the weight of Potassium. 

Notes. 

109. Owing to the high cost of Platinum, its solutions 
are usually made of a known strength ; that is, they are 
made to contain a known number of milligrammes of 
Platinum per cubic centimetre of the solution. 

110. The amount of Platinum that is actually required 
to unite with the Potassium in the amount of Potassium 
chloride taken, may be calculated by use of the following 
proportion : 

Twice the molecular weight of K CI, 
is to the atomic weight of Platinum, 
as the gross weight of K CI, 
is to the gross weight of Platinum required. 
It is of great advantage to calculate and record, once 
for all, the amount of Potassium that each cubic centi- 
metre of a given Platinum solution should precipitate. 

111. Potassio-platinic chloride is slightly soluble in 
cold water, more readily in hot water. It is nearly in- 
soluble in absolute alcohol and but sparingly soluble in 
Spirit of wine. 
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ThibtT'FIbst Exercise—Silicon. 



Data. 



Molecular WeighL Per Cent. 



O 

6 Si 
6 0, 



Si 



78. 


14.01 1 


16. 


2.874 


54. 


9.700 


47-9 


8.604 


169.2 


30393 


191.6 


34.417 


556.7 


99.999 


28.2 


46.922 


31.9 


53.078 


60.1 


100.000 



The Com/pound Tested. 

This is the variety of felspar called orthoclase (Kg O, 
AI2 O3, 6 Si O2). Certain specimens of felspar may differ 
somewhat in composition from that represented in the 
above table. 

Outline of the Frocesa. 

(a) Fuse the powdered mineral with an alkaline car- 
bonate (Kg CO3) ; this changes the insoluble mineral sil- 
icate into a soluble alkaline silicate. 

{d) Dissolve the alkaline silicate in water ; add hydro- 
chloric acid to liberate the Silicic acid. 

(c) Evaporate the mass to dryness to produce Silicic 
anhydride. 

{d) Digest the dry residue in water and hydrochloric 
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acid; this leaves Silicic anhydride (Si Og), which is the sub- 
stance to be weighed. 

The Process. 

The Weighing. — ^Weigh in a platinum crucible 500 
milligrammes of the very finely powdered Silicate. 

The Fusing. — Into the crucible introduce about 2.5 
grammes of pure Potassium or Sodium carbonate, and after 
thorough mixing, by stirring carefully with a platinum 
wire, heat the mixture with the blast-lamp.^^ At first 
warm gently to avoid loss through the escape of Carbon 
dioxide, for when the heat is too great this is apt to throw 
out of the crucible small portions of the undecomposed 
silicate. Next heat to fusion and maintain the mass in 
that condition until the contents of the crucible are in 
the form of a quiet and perfectly transparent liquid. 
Finally allow the whole to cool. 
(K, O, Al, O^ 6 Si O,) + 12 K, CO,^ 6 K^ Si O^-f K, Al, 0^+ 12 CO,. 

Separating the Silica. — Place crucible and contents in 
a casserole provided with a glass cover. Cover the crucible 
with hot water and then bring the liquid to boiling; this 
is for the purpose of dissolving the fused mass so far as 
may be practicable. Next add pure concentrated Hy- 
drochloric acid, taking care to avoid loss through efferves- 
cence. When the reaction seems complete, remove the 
now clean crucible, washing its surface into the casserole 
by means of a wash-bottle. 

K4 Si 0^-h4 H C1 = H4 Si O4 + 4 K CI. 

Place the casserole, with its contents, on a water-bath ^^'^ 
and evaporate to complete dryness. When the mass is 
dry allow it to cool ; then add distilled water and about 
a cubic centimetre of pure concentrated hydrochloric 
acid;"* then gently warm the mixture again. 
H^ Si O^ {heated) = Si O, + 2 H, O. 
14 
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The Filtering. — Filter the mass and wash the precip- 
itate thoroughly with boiling water."' Finally dry the 
precipitate, ignite it, and weigh it as Silicic oxide, also 
called Silica (Si Og). 

Notes. 

112. The change of the silicates to the soluble form 
depends upon the fact that though all silicates are insol- 
uble when the Silica predominates, the alkaline silicates 
are soluble when the alkali metal predominates. 

113. Great care must be taken in using platinum ves- 
sels. When heated, they should rest on platinum trian- 
gles ; there should not be heated in them any substances 
likely to injure them. (Read carefully note 35, p. 74.) 

114. It is always better to thoroughly dissolve the 
fused mass in water before adding hydrochloric acid, 
otherwise the action of the acid — ^by decomposing the 
alkaline Silicate upon the outside of the mass — coats 
the whole over with insoluble Silicic acid, before the 
inside of the mass is acted upon. 

116. Drying upon a water-bath is necessary; upon the 
application of strong heat to the gelatinous precipitate of 
Silicic acid the steam formed within the lumps bursts 
them, and thus occasions loss. 

116. Hydrochloric acid is added for the purpose of 
dissolving metallic oxides, and in general all substances 
other than Silica. 

117. Thorough washing of the Silica is necessary, 
since it retains, with great tenacity, portions of the alka- 
line salts produced by the experiment. 
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ThimtT'Second Exercise— Silver. 





Data. 








Molecular Weight. 


Per Cent. 




Silver coin 


of the United States, 






Ag 


. . 


90.00 




Cu 


. . 


10.00 






• 


100.00 




Ag 


107.7 


75.262 




CI 


35.4 


24.738 






143.1 


100.000 





!Z7^ Compound Tested. 

This is a silver coin of the United States ; it should 
contain 90 per cent, silver and 10 per cent, copper. 

OutH/ne of the Process. 

Dissolve the coin in Nitric acid. Precipitate the Silver 
as Silver chloride (Ag CI), and weigh it in that form. 

The Process. 

The Weighing. — Weigh a clean silver ten-cent piece. 
(Its weight should be approximately 2.488 grammes.) 

The Dissolving. — Place the coin in a covered beaker, 
add dilute Nitric acid, and warm gently until the alloy is 
completely dissolved. 
2 Cu Ag + 8 H N08=2 Cu (N03),+ 2Ag N08 + N,0, + 4HjO. 

Dilute the solution with water so as to bring it to the 
volume of 500 cubic centimetres ; agitate the solution so 

159 
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that it may be homogeneous. Take three separate fifths 
of the solution and test each according to the following 
description. 

The Precipitation. — To the portion of solution under 
examination add a slight excess of pure dilute hydrochlo- 
ric acid. Warm the mixture and stir it vigorously until 
— after allowing the precipitate to subside — ^the superna- 
tant liquid is clear, or very nearly so. 

Ag NO3 + H Cl = Ag Cl + HNOj. 

The Filtering. — Decant the clear liquid upon a filter, 
and after several washings by decantation, place the bulk 
of the precipitate on the filter; wash with hot water until 1^ 
the washings are neutral. ^ 

The Burning. — Dry the precipitate, and when dry, re- 
move it as completely as possible from the paper. Burn 
the paper first (in a porcelain crucible) ; allow the ash to 
cool, then add a drop of pure Nitric acid, and, after warm- 
ing, a drop of pure Hydrochloric acid ; carefully evapo- 
rate the liquid to dryness and heat the residue to fusion. 
After allowing the crucible to cool, add the precipitate ; 
heat until the Silver chloride begins to fuse. Cool and 
weigh. 

The Calculation From the weight of the Silver 

chloride calculate the weight of silver present. 

Note. 
118. This process mUst be performed away from direct 
sunlight. Under the influence of strong light the Silver 
chloride is decomposed, with loss of chlorine. (See 
notes under chlorine, pages 90 and 91.) 
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tmibty'thibd bxebcise-sulrhur. 
(Method fob Sulbhates.) 



X>ata. 



Molecular Weight, Per Cent, 



Cu 
O 

s 

5H,0 



Ba 

O 

S 



63.2 


25.392 


16. 


6.428 


32. 


12.857 


47-9 


19.245 


89.8 


36.079 


248.9 


lOO.OOI 


136.8 


58.788 


16. 


6.876 


32. 


13.752 


47.9 


20.584 


232.7 


100.000 



The Com/pound Tested. 

This is Cupric sulphate, Blue vitriol (Cu SO4 + S Hj O). 

Outli^ie of the Process. 

Precipitate the Sulphur in the salt as Barium sulphate 
(Ba SO4), and weigh it in that form. 

(Primarily, this process is applicable only to Sulphuric 
acid and Sulphates, but it may be extended to other com- 
pounds after the sulphur in them has been oxidized to 
one of these forms.) 

The Process. 

The Weighing. — Weigh one gramme of Cupric sul- 
phate (Cu SO4 + 5 Hg O). 

The Dissolving. — Place the salt in a beaker and dis- 
14* L 
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solve it in hot water. Add a few drops of pure concen- 
trated hydrochloric acid."* 

The Precipitating. — To the solution add a slight ex- 
cess of a solution of Barium chloride (Ba CI3). Boil for a 
few minutes ; then allow the precipitate to subside. 
Cu SO^ + Ba CI, = Ba SO^ + Cu CI,. 

The Filtering. — Pass the clear liquid through a filter ; 
wash the precipitate thoroughly by decantation ; transfer 
the precipitate to the filter. 

The Burning, etc. — Dry the precipitate and then re- 
move it as completely as possible from the filter-paper.^^ 
Burn the filter first. To the ash add a drop of Sulphuric 
acid; carefully evaporate the product to dryness and 
ignite it. Allow the residue to cool ; then add the re- 
served precipitate. After heating strongly for a few min- 
utes, place the crucible in a desiccator to cool. 

The Calculation. — From the weight of the Barium 
sulphate calculate the weight of sulphur. 

Notes. 

119. The Hydrochloric acid is added for the purpose of 
holding in solution sulphates other than Barium sulphate. 
This acid must not, however, be present in too large an 
excess, as the strong acid precipitates Barium chloride. 

120. The particles of the precipitate — Barium sulphate 
— are exceedingly fine; sometimes they pass through 
the pores of the filter-paper. Thorough boiling over- 
comes, to a large extent, this difficulty. 

121. The carbon and hydrogen of the filter-paper re- 
duce the Barium sulphate to Barium sulphide. 

Ba SO4+ Ce Hio 0^= Ba S + 5 Ha O + 2 COj +4 C. 

Adding Sulphuric acid to the filter-ash changes this 
Barium sulphide back to the sulphate. 

Ba S + Hi SO4 = Ba SO4+ H. S. 
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ThirtY'-fourth Exercise-Tin. 
(Volumetric Method.) 





Data. 






Molecular Weight, 


Per Cent, 


Sn 
CI, 
2H,0 


1 17.7 
70.7 
35.9 

224.3 


52.474 
31.520 
16.005 
99.999 



The Compound Tested. 

This is crystallized Stannous chloride, known in com- 
merce as Tin crystals (Sn CI2 + 2 Hg O). 

Outli/ne of the Process. 

Oxidize the tin of the Stannous chloride to the Stan- 
nic form by means of a standard solution of Potassium 
dichromate (Kg Crg O7). As an indicator for the end of the 
reaction, use a solution of Potassium iodide with starch. 

The Standard Solutions. 

I. Standard solution of Potassium dichromate.^22 
Dissolve 10.912 grammes of the pure dry salt in a small 
amount of hot water, and dilute the solution to the vol- 
ume of 500 cubic centimetres. The strength of this so- 
lution is thus adjusted so that i cubic centimetre of it 
shall correspond to 

50 milligrammes of Sn Clg + 2 Hg O 

equivalent to 
26.24 milligrammes of metallic Tin. 
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2. A solution of Potassium iodide (KI),with starch. 
Boil with constant stirring — 

2 grammes of powdered starch, 
6 grammes of Potassium iodide, 
in 200 cubic centimetres of water. 

Allow the whole to cool. 

The Process. 

The Weighing. — Weigh about lo grammes of the 
Stannous chloride (Sn Clj + 2 Hj O). 

The Dissolving. — Dissolve the weighed salt in water 
containing one-half its bulk of pure concentrated hydro- 
chloric acid — heating, if necessary.®' When the salt is 
dissolved, dilute the solution to the volume of 500 cubic 
centimetres. 

The Titration. — Measure off 100 cubic centimetres of 
the solution, equivalent to 2 grammes of the original Tin 
salt. Place this portion in a casserole, and add 5 cubic 
centimetres of pure concentrated hydrochloric acid and 
5 cubic centimetres of the Starch liquor. 

Now cautiously draw in, from a burette, the standard 
Potassic dichromate solution, until a permanent blue 
color of lodine-with-starch is produced. 

Repeat the process with three different fifths of the 
Stannous chloride solution. 

The Calculation. — From the average number of cubic 
centimetres of Potassium dichromate solution added, calcu- 
late the exact amount of Tin in the 2 grammes of the Stan- 
nous chloride used; from this last weight calculate the per- 
centage amount. 
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Note. 
122. The action of the Potassium dichromate upon the 
Stannous chloride is indicated by the following equation : 
3SnCl,+ K,Cr,0,+ i4HCl = 3SnCl4 + 2KCl + Cr,Cl, + 7H,0. 

Hence the amount of Potassium dichromate necessary 
for the standard solution may be obtained by the follow- 
ing proportion : 

Molecular Weight Molecular Weight Grammes Grammes 

of : of : : of : of 

3(SnCl, + 2H,0) K,Cr,Oy SnCl, + 2H,0 K, Cr, O^. 



672.9 



293.7 



500 

X 

50 milligrammes 
= 25.cxx> Gms. 



10.912 Gms. 
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THIBTY'FIFTH bxebcise-Zinc. 



Data. 



MoUcular Weight, Per Cent, 



Ztl 64.9 22.653 

o 16.0 5.585 

S 32.0 1 1. 169 

O3 47.9 16.719 

7 H,0 1257 43-874 

286.5 100.000 

Zn 64.9 80.222 

O 16.0 19.778 

80.9 100.000 

The Compound Tested. 

This is crystallized Zinc sulphate, White vitriol 
(ZnSO. + zHaO). 

OutM/ne of the Process. 

Precipitate the zinc as a Carbonate ; change it into the 
oxide (Zn O) by ignition ; weigh it in the latter form. 

The Process. 

The Weighing. — Weigh i gramme of crystallized Zinc 
sulphate (Zn SO4 + 7 Hg O). 

The Dissolving. — Place the salt in a casserole and dis* 
solve it in water. Heat the solution to boiling. 

The Precipitating. — To the hot solution carefully add 
a slight excess ^^ of Sodium carbonate (Na^ COg). 



ZINC. i6;r 

After boiling for a few minutes, allow the precipitate 
to subside. 

Zn SO4 + Na, CO, == Zn CO, + Na, SO^. 

The Filtering. — Pass the clear liquid through a filter ; 
add more water to the precipitate, then boil and decant 
as before. After washing by decantation three times, 
place the precipitate upon the paper and wash thoroughly 
with boiling water. 

The Burning. — Dry the precipitate, then remove it as 
completely as possible from the paper. Bum the paper 
first ^ in a porcelain crucible, then add the rest of the 
precipitate, and strongly ignite for some time. 
Zn CO, heated= Zn O + COj. 

Weigh the Zinc oxide formed, and from its weight cal- 
culate the weight of zinc. 

Notes. 

123. Fromzinc solutions Sodium carbonate precipitates 
a basic Zinc carbonate with liberation of Carbonic acid ; 
the precipitate is of varying constitution, but the equations 
in the text have been constructed with reference to the 
normal Carbonate. 

124, When a neutral solution of zinc is precipitated 
by Sodium carbonate, a portion of the zinc is held in solu- 
tion by the Carbonic acid liberated. By thorough boil- 
ing, however, the zinc is completely precipitated. 

126. The precipitate must be completely removed from 
the paper, because (through the action of the carbon and 
hydrogen of the filter-paper) reduction and volatilization 
of the metallic zinc take place. These sources of loss 
may be avoided by saturating the paper before burning 
with a solution of Ammonium nitrate, (NH4)N08. 
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Supplies Needed for Quantitative Analysis. 



I. CLASSIFIBD LISTS. 



ChemictMy I^u/re Substances to be Analyzed. 



Ammonio-aluminic sulphate (am- 
monia alun). 

Potassio-antimonylic tartrate (tar- 
tar-emetic). 

Arsenious oxide (white arsenic). 

Baric chloride (chloride of ba- 
rium). 

5. Bismuthyl nitrate (nitrate of bis- 

muth). 

6. Potassium bromide (bromide of 

potassium). 

7. Calcium carbonate (Iceland spar). 

8. Sodium chloride (common salt). 

9. Potassium dichromate (bichrome) 

10. Cupric sulphate (sulphate of cop- 

per). 

11. Ammonio-ferric sulphate (iron 

alum). 

12. Ammonio-ferrous sulphate (dou- 

ble sulphate of iron and am- 
monia). 



3. 
4. 



13. Lead nitrate (nitrate of lead). 

14. Lead sulphide (galena). 

1 5. Magnesium sulphate(Epsom salt). 

16. Mercuric chloride (corrosive sub- 

limate). 

17. Ammonio - nickelous sulphate 

(double sulphate of nickel 
and ammonia). 

18. Ammonium chloride (sal-ammo- 

niac). 

19. Potassium nitrate (saltpetre). 

20. Hydro - disodium phosphate 

( phosphate of soda). 

21. Potassium chloride (chloride of 

potassium). 

22. Felspar. 

23. Silver coin. 

24. Stannous chloride (tin crystals). 

25. Zinc sulphate (sulphate of zinc). 



26. Acid, acetic. 

27. hydrobromic. 

28. hydrochloricjcommercial 

29. pure. 
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30. Acid, nitric, commercial. 



31. pure. 

32. sulphuric, commerdaL 

33' pure. 

168 
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34. Acid, sulphydric. 

35. tartaric. 

36. Alcohol, ethyl. 

37. Ammonium acetate. 
— carbonate. 



• chloride. 

• nitrate. 

• oxalate. 



38.- 

39. - 

40. - 

41. - 

42. Silver nitrate. 

43. Bromine. 

44. water. 

45. Calcium chloride. 

46. Carbon disulphide. 

47. Iodine. 

48. Magnesium chloride. 

49. Marble. 



50. Mercuric chloride. 

51. Platinic chloride. 

52. Potassium carbonate. 

- chlorate. 

- chromate. 

■ ferricyanide. 
• ferrocyanide. 

- iodide. 

■ permanganate. 



53. - 

54. - 

55. - 
56.- 

57. - 
58.- 

59. Sodium carbonate. 

60. hydrate. 



61. Starch. 

62. Water, distilled. 

63. Wire, iron. 

64. piano-forte. 

65. Zinc. 



General Stock of Apparatus, 



66. Apparatus, Johnson's, for Carbon 


83. 


Filter-pump. 


dioxide. 


84. 


paper. 


67. for determination of Ni- 


85. 


Flasks, graduated. [tion. 


trogen in Nitrates. 


86. 


Glass tube, Bohemian combus- 


68. Scheibler's,forCarbondi- 


87. 


Graduates. 


oxide. 


88. 


Hydrometers. 


69. sulphuretted hydrogen. 


89. 


Labels. 


70. Battery, galvanic. 


90. 


Lamp. 


71. Bellows. 


91. 


, blast. 


72. Blast-lamp. 


92. 


Mortar, agate. 


73. Boat, porcelain. 


93. 






74. Bottles, glass stoppered. 


94. 


Oven, drying. 


75. Burettes and fittings. 


95- 


Paper, filter. 


76. Corks, rubber. 


96. 


Platinum, cones. 


77. Cotton. 


97. 


crucibles. 


78. Crucibles, platinum. 


98. 


triangles. 


79. Desiccators. 


99. 


Retorts. 


80. Dishes, evaporating. 


100. 


Thermometer. 


81. Files. 


lOI. 


Thistle tubes. 


82. Filter, cutter. 


102. 


Woulflf's botde. 


Articles for each 


\ 8tt 


ident'8 Desh. 


103. Beakers. 


106. 


Crucibles (porcelain). 


104. Brushes, camePs-hair. 


107. 


Feather. 


105. Casserole. 
15 


108. 


Filters. 
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109. Funneb. 
no. Gauze (iron). 

111. Glass cover. 

112. rods. 

113. Lamp, Bunsen. 

1 14. Paper, filter. 

115. glazed. 



116. Paper, litmus. 

117. Triangles, iron. 

118. Tripod or lamp-stand. 

119. Tweezers. 

120. Wash-bottle. 

121. Watch-glasses. 

122. Weights. 



U. ALPHABETICAL DESCBLPTIVB LIST 
OF ALL SUPPLIES NEEBEB. 

Acid, hj'drobromic, H Br. 

hydrochloric, Pure,!! CI. 

— nitric, /«r^, H NO,. 

— nitric, /umingf N NO3. (See p. 56.) 

tartaric, H4 O4 T. (See p. 51.) 

hydrosulphuric H2 S. (See p. 55.) 

— ^— sulphuric, /Mr^. H, SO^. 

— sulphuric, dilute, H, SO4 -j- ^4* 

Add one part of Sulphuric acid by measure to five parts of distilled 
water by measure. 
Alcohol, ethyl (ordinary alcohol), (C, Hg) OH. 

Ammonia alum (see Anunonio-aluminic sulphate), (NHJ, SO4-I-AI, 
(SO,),+ 24H,0. 

Ammonium acetate (Acetate of ammonia), NH^ O A or NH^ O C, H, O. 
(See p. 133.) 

carbonate, (NH^)^ CO,. 

Dissolve I part of commercial Sesquicarbonate of anmionia in a mix- 
ture of 3 parts of water and i part of Ammonium hydroxide — all by 
weight. 

chloride (Salammoniac), NH^ CI. 

Dissolve I part of the dry salt in the form of powder in 8 parts of 
water. 

hydrate (Ammonia), NH^ OH. 

Dilute the commercial concentrated Ammonia (that which has a spe- 
cific gravity of .900) with twice the volume of water. 

nitrate, NH^ NO,. 

oxalate, (NH^), O, C, O^ 

Ammonio-aluminic sulphate (Ammonia alum). (See p. 47.) (NI|^), 
B0,.HA1,(S04),-|-24H,0. 
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Ammonio-ferrous sulphate (double sulphate of iron and ammonia), (NH^), 
SO^+FeSO^+eHaO. 

Ammonio-ferric sulphate (Ferric alum, Iron alum), (NHJ, SO^-j-Fe, 
(80^)8+ 24 H,0. (See p. 48.) 

Ammonio-nickelous sulphate (double sulphate of nickel and ammonia), 
(NH4) J SO4 + Ni SO4 + 6 H, O. 

Apparatus for determination of Nitrogen in Nitrates by modification of 
Pelouze's method. (Described at p. 147.) 

for determination of Carbon dioxide. 

Johnson's form, described at p. 77. 
Scheibler's form, described at p. 82. 

■ for preparation of Sulphuretted hydrogen. 



(Described at p. 55.) 
Argentic nitrate (Nitrate of silver), Ag NO3. 

Ordinarily the crystallized salt, as occurring in commerce, is used for 
making the solution. 

The metallic silver obtained from refining of silver residues (see below) 
may be used. 

Dissolve 100 grammes of metallic silver in 
125 C. c. Nitric acid, and 
125 c. c. water. 

Heat the mixture ; when the metal is dissolved evaporate the solution 
on a water-bath until it becomes a mass of cr3rstals. 

Silver residues. It is desirable to have in the laboratory a large bottle 
in which to put all waste solutions containing silver, and, indeed, all 
such solids as chloride, bromide, and iodide of silver. As the waste 
accumulates make an occasional addition of hydrochloric acid to 
the mixture. At a convenient time filter, wash, dry and weigh the 
silver precipitate ; then reduce it to metallic silver. Accomplish this 
reduction as follows : Add to the dried precipitate, mostly chloride, 
about twice its weight of Sodium carbonate. Transfer the mixture to 
a large Hessian crucible, and then heat the whole in a furnace until 
the mass is in limpid and quiet fusion. Allow the crucible to cool 
where it will not be disturbed. When it is cool, break oflf the base 
of the crucible and the slag; the slag should be free firom detached 
globules of silver, but a mass of the metal — proportional to the weight 
of chloride used — should be at the bottom of the pot. Hammer the 
button on a clean anvil so as to break off the adhering slag, then boil 
it in water so as to remove such matters as remain in the cavity usually 
found at the top of the button. Finally dissolve the button of metal af 
already described. 
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Arsenious oxide (White arsenic), As, O^ 
Barium chloride, Ba Clj + 2 H 2 O. 

Balance. 

The principles upon which the accuracy and sensibility of the Balance 
depend are discussed at pp. 26 to 34. 
Balloon (of rubber). 
It is convenient to have extra balloons for Scheibler*s apparatus. (See 
pp. 82 to 86.) 
(Barometer. 
The only determination in this book which gives occasion for the use 
of the barometer is that of Carbon dioxide by Scheibler's method; but even 
here it is not absolutely indispensable.) 




Fig. 37.— Water-baths. 
Baths. (See Ovens.) 
The baths shown in Fig. 37 are very useful for evaporation or solutions 
from open beakers and other vessels. They are simply open copper 
kettles supported on three legs and containing a relatively large sup- 
ply of water. At the top may be rings of various sizes to accommo- 
date various vessels. 
Battery, galvanic (Grove's). 
(See general account at pp. 107, 108, 109.) 
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Beakers. 

There are two principal styles : the tall or French form and the wide or 

Griffin form. The latter are generally preferred for quantitative work. 

Bellows. 

The foot-bellows should be made double, that is, they should consist 

of an upper and a lower bellows. The up-and-down motion of 




Fig. 39. — Perspective View of Bellows. 

the foot forces air from the lower bellows into the upper. The upper 
one furnishes a steady supply of air, the continuous pressure being 
afforded by the rubber band a, A block at g and two strips near c 
and / prevent the bellows interfering with the action of the valves 
c/; the spring 6 opens the lower bellows automatically. 

Bismuthyl nitrate (Subnitrate of bismuth), Bi O NO,. 

Blast-lamp. (See Lamp.) 
15* 
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Boat, porcelain. 
This should be of such size as to easily slip into the Bohemian combus- 
tion-tube used. 
Borax. (See Sodium tetra-borate.) 
Bottles, glass-stoppered (for standard solutions). 

Each student should have three or four bottles of about the capacity of 
one quart each. 
Bromine. 
Bromine water. Brush, camePs-hair. 

One small one is convenient 
for tracksf erring precipitates from 
the glazed paper to the crucible. 

Burette- The variety recom- 
mended is that called Mohr*s. It 
h^ a rubber joint at the flower 
end, on which is attached a com- 
pression-clump that serves as a 
stop- cock. 

Biirette-st&ud. This is suffi- 
ciently illustrated by the figure. 

Burette-swim mer. This is a 
little weighted bulb marked with 
a line around it. It is intended to 
float i n the 1 ] quid in the burette, and 
the coincidences of its belt-line to 
facilitaie the correct reading of the 
burette. 

Bnrette-cUmp. The figure rep- 
resents the ordinary form. 

Calcium carbonate (Iceland 
spar), Ca COt. 

Calcium carbonate (Marble), 
Ca COa 

Calcium chlor- 
ide, Ca CI2. 

(See p. 80.) 
Carbon disul- 
phide (Bisulphide 
of carbon), CS,. 
Casserole. 
One of eight 
Fig. 40.— Burette Stand and Clamp. QMXiCt capacity. 
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Corks. 
Cotton. 
Crucibles. 
Those of porcelain are generally used, the ordinary size bemg those of 
i^ inch diameter at top. Platinum are preferable. (See page 20.) 
Cupric sulphate (sulphate of copper), Cu SO4+ 5 H, O. 





Fig. 4x. — Desiccators. 
Desiccator. 

A vessel in which a crucible may be cooled in dry air. The drying 
material generally used is oil of vitriol. The figures show different 
forms. 
Dishes, evaporating. 
Those made by the Royal Berlin and the Royal Dresden factories are 
of the highest grade. 
Feather. 
A banker's quill has usually a sufficient amount of the feathery part 
to fit it for use in removing the last portions of precipitates from 
beakers to the filters. 
Felspar. (See Potassio-aluminic silicate.) 
Ferrous sulphide (Sulphide of Iron), Fe S. (See p. 55.) 
File. 

A three-sided one for cutting glass tubes. 
Filter-cutter and mallet. 
Filter-paper is easiest cut by use of a cylindrical steel cutter. It is con- 
venient to have two sizes, one 4^ inches in diameter, the other 3^ 
inches in diameter. (See Fig. 42.) 
Filter-paper. 
Some account of this paper is given at p. 15. 
To determine the average amount of mineral ashes afforded by a given 
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paper, select five clean filters made from it and bum them in a weighed 
platinum dish ; weigh the residue, then divide the weight by five. 
Swedish filter-paper is considered to contain the smallest amount of 
mineral matter. 
Filter-pump. (See p. i6.) 
Flasks, graduated. 
Stoppered flasks are preferable. 

Those most usefiil are of the capacities of looo, 500, 100, 50 c. c. each. 
Funnels, filtering. (See p. 15.) 
Galena (natural lead sulphide), Pb S. 
Gauze, iron. 
A square of coarse gauze serves as an excellent support for beakers and 
other vessels that are to be heated over a lamp. 




Fig. 42. — Filter-cutter. 

Glass covers for beakers. 
These covers have the shape of a watch-glass, but are mucli larger, the 

convenient sizes being respectively 4, 5, and 6 inches in diameter. 
Such covers, used with the convex side down, are serviceable for cov- 
ering beakers when boiling or when left over-night. 
Glass rods. 

For use as stirrers. 



■ tubing (for apparatus). 



It should be of assorted quill size. 

- tubing (Bohemian combustion tube). 



A convenient form is in lengths of three feet with an internal diameter 
of five-eighths of an inch. 
Graduates. 

One of convenient size holds 60 c. c, and is graduated at each 10 c. c, 
Hydro-disodium phosphate (Phosphate of Soda),H Na2 P04H- 12 H, O. 
Hydrometer. 
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Iodine. 
Labels. 
For many purposes small gmn labels are convenient. 

Printed labels 




Fig. 43. — Blast-lamp. 

the division be at the middle of the black line. 
Lamp. (Blast-lamp.) 



for reagent 
bottles should be of a 
somewhat porous ^per, 
such as will hold the gum 
used. (Gum tragacanth is 
best.) Labels are conve- 
nient when made into the 
form of a book having a 
very wide inner margin; 
thus a single label may be 
cut out and yet leave eveiy 
other label in its proper po- 
sition. It is well to have 
the printed labels sepa- 
rated by a single broad 
black line; in cutting let 



h 



The blast-lamp is sufficiently explained by the cut. 
Lamp. (Bunsen lamp.) 

The Bunsen lamp is conveniently made in three parts, the tube, the T, 
and the base. The tube is of drawn brass. The T is of brass and 
cast in one piece, as shown in the cut; a clear 
passage is bored from a toward c, but a thin wall 
is left at c, this wall being afterward pierced with 
two minute gas-holes at c; next another gas-pass- 
age is bored from b to the previously-bored pass- 
age ; then a is stopped with a plug of solder. A 
screw-thread is tapped at a and another at c ; the 
one fits a corresponding thread in the base, the 
other fits a thread in the upright tube. The base 
is of cast-iron. 

In attaching lamps to the work-table it is preferable 
to have the gas-cocks at the firont ; if the student 
has to reach over to the remote side of the bench, he is frequently in 
danger of overturning his apparatus. 
Magnesia solution. (See p. 59.) 
Magnesium chloride Mg Cla + n aq. 

It is crystalline, but upon exposure it absorbs water from the air. 
M 



Fig. 44. — Dissecied 
Bunsen Laibp. 
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Magnesium sulphate (Epsom salt), Mg SO4 + 7 Hs O. 
Marble. (See Calcic carbonate.) 
Mercuric chloride (Corrosive sublimate), Hg CI,. 
Mortar, agate. 

wedgewood. 

, , Oven, drying. 

Most forms of apparatus for producing distilled water are provided with 
cells surrounded with hot water. In these cells substances may be 
subjected continuously to a temperature of 100® C. (212® F.). 
Sometimes small ovens containing water and heated by gas- or alcohol* 
lamps are used. 




Fig. 45.— Drying Oven. 

A little copper oven (without water) heated by a lamp and having a 
thermometer serves as a very convenient air-bath. 

Fsper for filters. (See p. 15.) 

— ^ glazed. 

-^^— litmus. 

Platinic chloride (Pt Cl^). Its preparation. 

First method. Dissolve 40 grammes of solid Platinic chloride, called 
Bichloride of platinum, in about 400 cubic centimetres of water. 
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Second method. Dissolve any weighed amount of scrap platinum in 
repeated small portions of aqua regia in a glass flask. A convenient 
proportion is 

1 part Platinum (by weight), 

2 " Nitric acid, 

5 " Hydrochloric acid. 
In the neck of the flask place a small funnel to condense and return 
acid vapors. The metal dissolves very slowly. When the solution 
of the platinum is accomplished, transfer the liquid to a porcdlain 
dish and evaporate to dryness. Redissolve the residue in hydrochlo- 
ric acid and again evaporate to dryness, this time on a water-bath. 
Dissolve the residue in a quantity of water that has 20 times the 
weight of the platinum used. 

Third method. In a clean earthen crucible and over a gentle fire melt 
10 parts of metallic Zinc ; into the melted metal throw small frag^ 
ments of scrap platinum little by little to the amount of I part. Pour 
the melted alloy upon an iron plate to cool. Digest the alloy in 
hydrochloric acid to dissolve the zinc; pour off this solution and 
then boil the residual spongy platinum in a new portion of the 
acid. Wash the platinum and then dissolve it in aqua regia. Thio 
latter operation must be performed cautiously, as the spongy metal 
sometimes dissolves rapidly and with violent evolution of gas. When 
the platinum is dissolved evaporate the solution and treat it as de- 
scribed under the second method. 

Fourth method. The precipitate that is obtained from waste platinum 
solutions may be utilized. This precipitate is generally a mixture of 
Ammonio-platinic chloride and Potassio-platinic chloride. Weigh 
a portion of the dried precipitate and then carefully but thoroughly 
ignite it in a porcelain crucible. (If the operation is performed in a 
platinum crucible, it is apt to give rise to lumps on the inside of the 
dish.) The ignition decomposes the salts, leaving metallic Platinum, 
Potassium chloride, and portions of undecomposed salts. Rub- the 
residue thoroughly in a mortar; then wash it by decantation so as to 
return the undecomposed salts to the bottle for Platinum waste. 
Treat the residual metal as described under the preceding methods. 
One part of spongy platinum requires about five parts of aqua regia 
for its solution. 

Platinum cone. 

crucible. 

triangle. 

Plumbic nitrate (Nitrate of lead), Pb (NO,),. 
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Lead sulphide (Galena), Pb S. 
Potassium bromide, K Br. 

carbonate, K, CO,. 

chlorate, K CI O,. 

chloride, K CI. 



chromate, K Cr O,. 

dichromate, K, Cr, O^, 

ferricyanide (Red prussiate), K^ Fe, Cy^^ 

ferrocyanide (Yellow prussiate), K^ Fe Cy^ 

iodide, K I. 

nitrate, K NO,. 

permanganate, K, Mn, Og. 

sulphocyanate, K S Cy. 

Potassio-aluminic silicate (felspar), K, O, Al^ O,, 6 Si O,. 
Potassio-antimonylic tartrate (tartar-emetic), K, Sb O, H, T-|- } H, O. 
Retort, one of about io6 c. c. (3 ounces) capacity. 

one of about i L. (i quart) capacity. 
Sand. 

Silver coin. 
Sodium carbonate, Naa CO3. 

chloride (common salt), Na CI. 

hydroxide (caustic soda), Na O H + aq. 

For solutions, dissolve 
I part white stick soda 

in 10 parts water by weight. 

tetra-borate (borax), Na^ B^ O^ + 10 H^ O. 

Stannous chloride (tin crystals), Sn Clj + 2 H, O. 

Starch, (C, Hjo O5). 

Tartar-emetic. (See Potassio-antimonylic tartrate.) 

^Test-tube (short), i inch long by ^ inch diameter. (See p. 148.) 

Thermometer. (See p. 83.) 

Thistle-tubes. 

Tin crystals. (See Stannous chloride.) 

Triangles. 

Tripods. 

Tubing of glass. (See Glass.) 
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Tubing of rubber. 
Tweezers of iron. 
Wash-bottle. 

The ordinary form of wash-bottle seems to answer all purposes. Many 
modifications have been proposed. {jChem. News^ Vol. 36, pp. 119, 
165; ib. Vol. 37, pp. 23, no; ib. Vol. 39, pp. 19, 190, 2^7.) 
The only appliances we recommend are a rubber joint in the exit-pipe, 
so as to make it flexible, and a band of cork, wood, or leather around 
the neck of the flask, so that it may be handled when hot. 
Watch-glasses. (See Glass covers.) 
Watch-glasses of ordinary size are 
used for weighing the substance \ 
to be tested. 
Water, distilled. 

Weights. (See p. 37.) " \ 

White arsenic. (See Arsenious ox- _ 
1^ \ 

xxT ' '4. c fc ^ ^^^' 46.-Wcights in a Box. 

Wine, spint of. (See p. 130.) 

Wire, iron (for copper precipitation) see 

" " (piano-forte), the article used by florists. 

■ copper. 

Woulff*s bottle, capacity i quart. 

^inc, metallic. 

' sulphate, Zn Sb^+ 7 H,0, 

16 
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TABLE OF ATOMIC WEIGHTS. 



Alaminium.. . 
Antimony...., 

Arwnio 

Bartum 

Bismoth 

Boron 

Bromine 

Cadmiam 

Caesiom 

Caloiam 

Carbon 

Cerium 

Chlorine 

Cbromiom . . . 

Cobalt 

Copper 

Did jmiom . . . 

Erbiom 

Fluorine 

Oalllum 

Oermaninm. . 
Olneinnm.... 

Gold 

Hjdrogen.... 

Indium 

Iodine 

Iridium , 

Iron 

Lanthanum.. 



Lithium 

Magnesium.. 
Manganese... 
Mercury 



Atomio BymboL 



Sb iStlbinm).. 



B 

Br 

Cd 

Cs 

Ca 

C 

Oe 

CI 

Cr 

Co 

Cu (Cuprum).. 
D 



aa 

Ge 

a or Be (Beryllium) 

Au (Aumm) 

H 



In 

I 

Ir 

Fe (Ferrum).. 



Pb (Plumbum) 

Li 

Mg 

Mn 

Hg (Hydrargyrum). 





*i 


Bzaet 
Atomio 
Weight. 


If 




27.0090 


27. 


119.9550 


120. 


74.9180 


74.9 


186.76S0 


136.8 


J07.5280 


207.5 


10.9*10 


10.9 


79.7680 


79.8 


111.8350 


111.8 


1 32.5880 


182.6 


89.9900 


40. 


11.9736 


12. 


140.4240 


140.4 


85.3700 


85.4 


52.0090 


52. 


68.8870 


68.9 


63.1730 


63.2 


144.5730 


144.6 


166.8910 


166.9 


18.9840 


19. 


68.8540 


68.9 




72.3 


9.0650 


9.1 


196.1550 


196.2 


1.0000 


1. 


118J»80 


118.4 


126.6570 


126.6 


192.6510 


192.7 


55.9130 


65.9 


188.5260 


188.6 


206.4710 


206.5 


7.0073 


7. 


23.9590 


24. 


53.9060 


53.9 


199.7120 


199.7 



SAtomlo BymboL 



Molybdenom.. 

Niokel 

Niobium 

Nitrogen 

Osmium 

Oxygen 

Palladium.... 
Phosphorus... 

Platinum 

Poussium. . . . 

Rhodium 

Rubidium .... 
Ruthenium... 
Samarium.... 
Soandium.... 

Selenium 

Silioon 

SUver 

Sodium 

Strontium — 

Sulphur 

Tantalum.... 

Tellurium 

Thallium 

Thorium 

Tin 

Tiunium 

Tungsten 

Uranium 

Vanadium.... 

Ytterbium. 

Tttrium«,.. 

Zino., 

Zirconium. 



Mo... 
Ni... 
Nb... 
N.... 



Pt. 

K (Kalinm).. 

Rh 

Rb 

Ru 



So 

Se 

Si 

Ag (Argentum).. 
Na (Natrium).... 



S 

Ta 

Te 

Tl 

Th , 

Sn(Staonum).... 

Ti 

W(Wolframlum). 
^ 



Va... 
Yb.. 
T.... 
Zn... 
Zr... 



Ezaot 
Atomio 
Weight. 



960(270 
57.9280 
93.8120 
14.0210 
198.4940 
15.9683 
105.7370 
30.9580 
194.4150 
39.0190 
104.0550 
85.2510 
104.2170 
150.0210 
43.9600 
78.7970 
28.1960 
107.6750 
S2.9980 
87.8740 
81.9840 
182.1440 
127.9600 
20S.7160 
288.4140 
11T.6980 
47.9997 
183.6100 
238.4820 
51.2560 
172.7610 
89.8160 
64.9046 
89.3670 



g.2 

II 

« 



95.5 

57J> 

98.8 

14. 
198.5 

16. 
105.7 

31. 
194.4 

39. 
104.1 

854 
104.2 
150. 

44. 

78.8 

28.2 
107.7 

28. 

87.4 

82. 
182.1 
128. 
208.7 
283.4 
117.7 



51.8 
172.8 
89.8 
64.9 
89.4 



INDEX. 



Acid, sulphuric, impurities of, 64. 

nitric, fuming preparation of, 56. 

Alum, 47. 
Alums, 48. 
Alum, chrome, 96. 

iron, 123. 

Aluminium, determination of, 47. 
Ammonium acetate, 133. 

carbonate, 170. 

chloride, 170. 

hydroxide, 170. 

oxalate, 73. 

Ammonium, determination of, 143. 
Analysis, gravimetric, 13. 

volumetric, 21. 

Antimony, determination of, 51. 
Appendix, 168. 
Aqua-regia, 115. 
Argentic bromide, 70. 

chloride, 90, 91. 

chromate, 92, 94. 

nitrate, 172. 

Arsenic, determination of, 57, 61. 
white, 57. 

Balance, chemical, 26. 

theory of, 28. 

Barium sulphate, 65. 
Barium, determination of, 63. 
Battery, galvanic, 105, 107. 

Bunsen's, 108, 109. 

Daniells', 108. 

Grove's, 107, 108. 

Leclanche's, 108. 

Smee*s, 108, 109. 

Walker's, 108. 

• Wollaston's, 108. 



Bellows, 173. 

Bismuth, determination of, 66. 
Bleaching-powder, 92. 
Bromine, determination of, 69. 

water, 142. 

Burette, 23, 24. 

clamp, 23. 

swimmer, 25. 

Calcium carbonate, 71, 77, 81. 

chloride, 79, 80. 

Calcium, determination of, 71. 

Calculations, stoichiometric, 20, 21. 

Carbon dioxide, absorption table, 86. 

determination of, 75. 

determination of by John- 
son's method, 77. 

determination of by Schei- 

bler*s method, 81. 

preparation of, 79. 

weight of, 80. 

weight table, 87. 

Chlorine, determination of, 88, 92. 

Chromium, determination of, 96. 

Copper, determination of as black 
oxide. III. 

by electrolysis, 104. 

by precipitation on iron, 

100. 

Crucibles, platinum, 20, 36. 

Desiccator, 89, 175. 
Dissolving, 14, 23. 
Drying, 19. 

Electrode, platinum, 106, 109. 
Erdmann's swimmer, 25. 
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Felspar, 156. 
Filtering, 15, 16, 17, 18. 
Filters, balanced, 55. 
Filter-cutter, 176. 

funnel, 15. 

paper, 15. 

burning of, 73, 175. 

constitution of, 65, 176. 

pump, 16, 17, 18. 

Galena, 131. 
Gravimetric analysis, 13. 

Iceland spar, 71. 
Ignition, 19, 20. 
Iron, determination of, gravimetri- 

cally, 114. 
volumetrically, 117, 122. 

Labels, 177. 
Lamp, Bunsen, 177. 

blast, 177. 

Lead, determination of, 129, 131. 
List, alphabetical and descriptive, of 

all supplies needed, 170. 
of all articles for each student's 

desk, 169. 

of general stock of apparatus, 169. 

of pure substances to be ana- 
lyzed, 168. 
of reagents needed, 168. 

Magnesia splution, 59. 
Magnesium, determination of, 134. 
Meniscus, 25. 
Mercury, determination of, 136. 

Nickel, determination of, as black 
oxide, 141. 

by electrolysis, 138. 

Nitrogen, determination of, by mod- 
ified Pelouze's method, 146. 

determination of, in Ammonium 

compounds, 143. 

determination of, in nitrates, 

146. 



Organic matters prevent precipita- 
tion, 99. 

Phosphorus, determination of, 151. 
Platinic chloride, 154, 178. 
Platinum vessels, 20, 36. 

care of, 74. 

Potassium permanganate, 117, 121. 
Potassium, determination of, 153, 
Precipitation, 14. 

Quick filtering, 16, 17, r8. 

Silicon, determination of, 156. 

Silver, determination of, 159, 

residues, 171. 

Sodium hydroxide, i8o. 

Standard solutions, 22. 

Stannous chloride, 122, 124, 127; 

Sulphur, determination of, in sul- 
phates, 161. 

Sulphuretted hydrogen, preparation 
of» 55. 

Tartar-emetic, 51, 

Tin, determination of, 163. 

Titration, 23, 24. 

Volumetric analysis, 21. 

Washing, 15. 
Weighing, 34, 35, 36. 
by Borda's method, 35. 

— by Gauss's method, 35. 

- rules for, 36, 37. 
Weights, chemical, 37. 

Weights and measures, English sys- 
tem, 39. 

French system, 42. 

metric system, 42, 43, 44. 

45. 

origin of, 38. 

— system of the United States, 

41. 

Zinc, determination of, 166. 




This book Bhould b© returned^ 
the Library on or before tbe lait^ * 
stamped below* 

A flue of five cents & day is ino 
by retaining it beyond the sped 
time. 

Flease return promptly. 




